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THE 1921 DIRECTORY OF CANNERS 
IS NOW READY 


A list of the canners of the United States, compiled by the National Canners’ 
Association, from Statistical Reports and such other reliable data. 12th Edition. 


Carefully prepared and up-to-date; lists corrected by canners themselves; verified by com- 
petent authorities. The various articles packed and other valuable information is given. 
Distributed free to members of the National Canners’ Association. Sold to all others at 
$2.00 per copy, postage prepaid. The book that is needed by all wholesale grocers, 
brokers, machinery and supply men, salesmen, and practically everybody interested in 
the canning industry. Get your order in early. 


NATIONAL CANNERS’ ASSOCIATION, 1739 H St., N. W. Washington, D. C. 


PERSONAL CHECKS ACCEPTED 


LAP PASTES pick-up GUMS 


FOR LABELING MACHINES 


TINSTIC 


FOR SPOT LABELING ON CANS 


GuMS 
PASTES 
AND 


WESTERN 


ADHESIVES 


MANUFACTURED BY 


WESTERN PASTE & GUM CO. 27 SouthThroop St.. 


CHICAGO ILLINOIS 


QANNED FOODS. CANS. DOUBLE PINEAPPLE GRATER 


BOXES, PACKERS’ SUPPLIES, (WITH HOPPER REMOVED) 


PHONES: Phoenix Bidg. 
OF. PAUL 1140 & 4% BALTIMORE, MD. 


Jones, C. F. Butterfield, E. Fr 
Thomas, J. O. Langrall. 

Committee on Legislation, E. C. White, Geo. Phillips, 

Geo. N. Numsen, John S. Gibbs, 

Thos. L. North. 

Committee on Claims, Fred. W. Wagner, Leroy Lan- 
grall, R. S.Rightson, John W. 
Schall, Jos. M. Zoller. 

Hospitality Committee, W. E. Lamble, H. W. Krebs, 
Robt. A. Sindall, Robt. A. 

: Rouse, Jas. F. Cole. 

Brokers’ Committe, F. A.Torsch, Herbert C. Rob- 
erts, J. A. Killian 

Committee on Agriculture, William Silver,H.P.Strasbaugh, 
Albert T. Myer, Jos.N. Shriver, 
Samuel J. Ady. 

Counsel, Eli Frank. 

Chemist, Chas. Glaser. 


MADE BY THE 


JOHN MITCHELL CO. 


Foot of Washington St. 
BALTIMORE - MD. 


The large-tooth saws, on the upper spindles, coarse grind the fruit 
which passes down to the fine saws on the two lower spindles, from 
there it falls into a tub under the machine.- Machine is well braced 
and the workmanship is of the best; gears are cut from the solid, 
and saws are milled from solid blanks which gives a cutting edge 
to two sides of the tooth. Hopper and discharge shoots are lined 
with white pine. 


T. Preston Webster, Wm. 
Grecht, Norval E. Byrd. 
Committee on Commerce, D. H. Stevenson, H. 
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alf a million dollars worth of well selected stock, 
constantly maintained, and an organization 
keyed upto the theory that plant efficiency is meas- 
ured by the number of orders shipped on the day 
of receipt, accounts for Caldwell service. 


If you need gears, sprockets, transmission machinery, 
Helicoid Conveyor or any of the Caldwell specialties prompt- 
ly wire Caldwell, or call up the nearest Link-Belt office. You 
will find Link-Belt Company offices in all principal cities. 


H. W. CALDWELL & SON CO. 
LINK-BELT COMPANY. OWNER 
CHICAGO, 17th Street and Western Avenue 
DALLAS TEXAS, 709 Main Street NEW YORK, 299 Broadway 
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THERE IS SUCH A DIFFERENCE 


between hand pitted and 


machine pitted cherries. 


The MONITOR Cherry Pitter does not 
squeeze or mash the fruit like hand pit- 
ting. It leaves it in its own shape, the 
pit being taken out through a small 
opening which at once closes up. 


It does not squeeze out the juice and 
waste it. You therefore have a richer 


fruit in your can. 


These things all affect you directly. 
Machine pitting is here to stay. 
AVAIL YOURSELVES OF ITS ADVANTAGES. 


Made in three sizes now. 
SPECIAL AGENTS: 


A. K. ROBINS & CO. Baltimore, Md. 
BROWN BOGGS CO.,Ltd. ,Hamilton,Ont 


Canadian Plant 
HUNTLEY MFG. CO.,Ltd. 


HUNTLEY MFG. CO. 
P. O. Drawer 25 SILVER CREEK, N. Y 


“We ] Our Labels 
ns . the Highes est Standard 
re) f Artistic erit for Commercial Value. 


Stecher 
Rochester, N-Y. 


eS Tillsonburg, Ont. BERGER & CARTER CO.,San Francisco,Cal 
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The Book You Need! { REVIEW 


Market Shows No Change and No Life—An Unusual Condition 
for a Time So Near the Holidays—High Freight Rates 
Hurting All Business—A Good Job the Can- 
ners’ Convention Should Do. 


Those with a tendency to excuse the wholesale grocers for 
not buying at this time are explaining that the retailers are 
taking the goods in proportion to their customers’ demands, 
and in their turn the wholesalers are buying as the market 
warrants—conservatively, but steadily. And they add, further, 
that there is no speculative element in the market. If we are 
to take this as the wholesaler’s position in the world of dis- 
tribution, i. e., that the wholesaler merely gathers the orders 
of a dozen or so retailers for a case of goods each, buys the 
dozen cases and distributes them, then we are about ready to 
go over to the side of those who clamor for the removal of the 
middleman, and for the doing away of the wholesaler. Our 
conception of the duties of a wholesaler has heretofore been 
that he buys the output of the manufacturer— in big blocks, at 
least—to store and have always ready for distribution to the 
retailers; that the wholesaler takes off the shoulders of the 
manufacturer the work of distribution, constitutes himself, as 
it were, the distributing branch of the manufacturer. Distrib- 
utors of Ford automobiles, for instance, do not merely buy 
what cars they have secured orders for after they have gotten 
these orders. When Henry Ford grants them the agency for 
his cars the agent obligates himself to take a given number of 
cars per month, and the agent must take them, and pay for 
them whether he sells them or not. They are distributors of 
Ford cars, and in this most up-to-date business they are made 
to work at their business. According to the explanation of the 
wholesaler’s position, as above given, he is merely an idle go- 
between—in mechanical parlance, an “‘idler’ between the pro- 
ducer and the real distributor, but, unlike that idler, not mate- 
rially helping the distribution. 

Operators in this market say ‘“‘no changes 1n prices and 
nothing whatever doing,’’ certainly a strange condition for this 
season of the year, just before the holidays, when trade is nor- 
mally very good. If there were some “‘punch”’ behind the oper- 
ators or distributors, or if these distributors were loaded up 
with their normal quota of futures, just received, there would 
be something doing, and there would be activity reported in- 
stead of inactivity. Considering the idea these wholesalers are 
making to the Government, that they are the sole and rightful 
distributors of canned foods, they are surely giving a poor ex- 
ample of their ability. They ought to be working overtime at 
their job now, if they expect to impress the Government, and 
not loafing on their job. But why camouflage about this matter: 


Every factory in the business should have a copy of 


this important book of formulae—as a prevention against 
loss. 


PRICE $5.00 PER COPY 


Published by 
THE CANNING TRADE 


Vol. 45 No. 11 
~.Complete Course 
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the wholesale grocer always has been a mere “order taker” and 
never a salesman, so far as the whole canned foods industry is 
concerned, and any other industry, for that matter; and the 
only exception he can claim to this would be in the matter of 
his own brands. This is the disease from which the canning 
industry has suffered for too many years. 


This is how the canners look at the situation, and they 
cannot be blamed for doing so when they are told—and they 
know—that the supplies in retailers’ hands, on the average, 
are lighter than usual; that the packs this season have been so 
light that it is a grave question if they are sufficient to supply 
even this light demand, when they see a stagnant market in 
the face of a grave scarcity of supplies. 


Why attempt a review of a market that has shown no 
activity this week It would be a dreary recital of market 
phrases of no particular meaning. 


It cannot be denied that the freight rate situation has 
something to do with the present lack of movement of canned 
foods. Orders for canned foods are undoubtedly held down 
by the excessive freight rates, and possibly there will be no 
real relief until the country hag had relief in this matter of 
freight rates. The Joseph Campbell Co. ships its goods to all 
parts of the country, and it is, therefore, in position to speak 
knowingly of this and of the effect it has upon buying. Re- 
cently they said, through their little house organ, The Optimist, 
under the heading ‘‘Robber Freight Rates”: 


“The strangling effect of the present rates on 
business and the obstacle they offer to the reduction 
of the cost of living may be well illustrated by regard- 
ing a few specific instances from the point of view of 
percentage increase since the period of the outbreak 
of the war. 


“The increased cost to us of shipping our prod- 
ucts in carload lots to the following points, under cur- 
rent rates as compared with thoce in effect during 
1914, is as follows: Boston, 188.4 per cent; New 
York, 269.1 per cent; Chicago, 249.1 per cent; Kan- 
sas City, 153.7 per cent. 


‘“‘When it is considered that this burden attaches 

not only to the shipment of all finished products, but to 

the assembly of their component parts, it may readily 

be seen what a boon a general reduction of freight 

rates would be for all.” 

These high freight rates have had a tendency to correct 
one evil, and that is the cross-shipments of canned foods and 
other commodities. After all, what is the sense of Indiana 
shipping tomatoes to Maryland and of Maryland shipping toma- 
toes to Indiana? Certainly it would be immensely more eco- 
nomic to supply local demands out of local packs, reducing the 
long hauls and frequent handling to a minimum. Some sec- 
tions, of course, must draw their supplies from a distance, but 
if the shipments were confined to these necessities it would 
result in a better price for the goods to the consumer, owing 
to the saving in freights; and this better price, while not rob- 
bing the producer nor the distributor of any profits, would in- 
crease the consumption of the goods materially. To pile the 
costs upon the goods by long hauls and heavy freight bills 
benefits no one except the carriers, and in the long run it hurts 
even them, since it must affect the movement of the goods. 


As freight rates stand today, the buyer, obliged to procure his 
goods at a great distance, can be excused for hesitation, if not 
actual refusal. As Campbell says, the freight rates are strang- 
ling all business, but there seems scant chance for any relief 
in the near future. 


Cold weather seems to be setting in slowly, but steedily, 
and this week has brought us good rains, somewhat relieving 
the severe drouth. Those who hope that the spinach crop will 
be saved by this change in weather conditions are nursing a 
delusion, for that crop is too far gone to be recalled. We will 
have to wait until next spring before any amount of canning 
spinach can be expected again. Today the canner cannot com- 
pete with the shipper for such spinach as struggles into the 
market, and the same thing is true about everything which the 
canner could handle—the fresh markets are greedy for every- 
thing offered, and prices are ruling high. The question arrises: 
If the fresh markets can find plentiful buyers at very high 
prices, why will not the canned products sell at their really low 
prices? There is something lacking in the marketing plan of 
canned foods, and the industry is awakening to it more rapidly 
than ever before. If those accountable for this failure are not 
alert, they will be shunted to a side track and there allowed to 
rust and rot. The canners have been busy for years improving 
the quality of their goods, putting them out as the consumer 
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likes them, and they have the goods now where there ig no 
excuse for the consumer not taking them—with rare exceptions, 
of course—and the canners want to know why they are not 
taken. The quality is there and the price—to the canners, at 
least—is such as to suit the consumer, and our canners’ con- 
ventions can do nothing better than to find out what is block- 
ing the free movement of the goods, and then take steps to 
remove the obstruction. The industry has means now which 
it never had before, and it can be counted upon to use them. 


LOUISVILLE THE CONVENTION CITY 


The decision has been finally made that the National Con- 
vention will meet in Louisville, January 16th to 20th, 1922, 

All hotel reservations will be handled by the Hotel Com- 
mittee, Louisville Convention Bureau, Republic Building, Louis- 
ville, Ky. It will be useless to apply for rooms to any hotel, 
as the request must be handled by this Committee. No hotel 
has been designated as headquarters, and it is promised every- 
one will be well cared for. On to Louisville! 


MAINE MARKET 


Corn Market Remains Very Quiet—Prices Hold Firm—Buyers 
Are Waitimg—Canners Using Fine Quality of Apples 
—Transportation Companies Report an 
Increase in Business. 


Portland, Me., November 4, 1921. 


There is nothing new to report from this section, not even 
a change of weather. At this late day, with an early winter 
prophesied by scientists and naturalists alike, the situation is, 
indeed, grave. Water power is being conserved, but is not 
sufficient for the winter; wells and municipal supplies are very 
low, and lumber operations, planned on a large scare, are being 
abandoned because of the failure of waterways. 


Corn—The market remains very quiet, indeed, buyers 
showing interest in small purchases only. Some of our Maine 
canners attribute this attitude to the fact that in recent years 
many reports have been issued which were so unreliable as to 
be very misleading, and for that reason buyers may feel dis- 
posed to await actual development rather than to depend upon 
bulletin advices. That does not alter the fact of light packs, 
and time must bring the buyers to a realization of the law of 
supply and demand. The canners are all patiently waiting 
for that time to come. Meanwhile prices are held firm at $1.50 
for strictly fancy, $1.25 for extra standard and $1.10 for reg- 
ular standard grade, Of the fancy quality, there are several 
blocks offered, but none of them are great in volume. Of the 
standard grades, the proportionate part of the 1921 pack to 
go into these grades was very low, indeed, and there is nowhere 
near the surplus stock which usually remains in first hands at 
this season. 


Golden Bantam corn is also held very firm in price, at 
$1.75 per dozen, and other yellow sweet varieties at $1.60. 
This article is proving very popular, and no doubt 1922 will 
see more demand for it than ever. Golden Bantam on the ear 
has been selling, when found, at $3.50 for the No. 2 talls, four 
to five ears to the cans, and $7.50 for the No. 10s, nine to eleven 
ears to the can. The quantity of this will doubtless be de- 
creased hereafter, as it is found to be very expensive to produce 
on account of the amount of hand work involved. 


Apples—The writer has recently visited one of the largest 
orcharding sections, and has seen some of the finest apples ever 
produced in this State. While canners do not use the very 
largest size, owing to the fact that it does not cut to advantage 
and does not give su. cient weight to the can, the fruit they 
are now using in the factories is as fine in quality as the choice 
markets demand. For this reason the price is being main- 
tained at $5.00 for high-class goods, Buyers are picking up 
odd lots at less money, and such reports are many, but selling 
prices remain at the first figures. 

General Business—tTransportation agents report that they 
can see a decided increase in movement of goods, both to and 
from this port, and this is accepted as an evidence that business 
is growing better. One man stated today that while he saw no 
great difference in the number of lots shipped, they were of 
great volume per shipment, and that tonnage was noticeably 
heavier than it has been during the past few weeks. 


: “MAINB.” 


We Can’t Keep 
The Secret 


For when it comes to shipping five gallon cans 
under the new ruling, we have to tell somebody 
that Embry 5-gallon Can Crates are by far the 
most economical and satisfactory solution to the 
problem. 

These dependable containers are designed 
especially for shipping two 5-gallon square cans. 


They’re light, strong, inexpensive and simplicity 
itself to set up. 


EMBRY 5-GALLON 
CAN CREATS THE 
SOLUTION 


They’re shipped knocked-down—all in one 
piece—and when assembled hug the cans snug and 
tight. The addition of an Embry Crate adds very 
little to the weight of the shipment. 


In addition all that is required is to fold 
the crate around the cans, three simple twists of 
the wrist, and it’s done. And once in position the 
crate will carry the cans to the ends of the earth 
if neccessary. 


Order your supply of Embry Crates now-they’re 
yours for satisfaction. 


Kmbry Box Company 
Incorporated 


Louisville Kentucky 
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OYSTER STEAM BOX 


With improved sliding doors, 
doing away with the hinged 
tracks, giving increased service 


Edw. Renneburg & Sons Co. 
MACHINE AND BOILER WORKS 


2639 Boston Street Baitimore, Md. 


ATLANTIC WHARF, BOSTON STREET & LAKEWOOD AVE. 
BALTIMORE 


and 
UFACTURER 
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WAR FINANCE CORPORATION TO HELP CANNERS? 


New interpretation brings canners into line. 
From The Interstate Grocer. 


Canners have been informed by Secretary Preston McKin- 
ney of the California Canners League that it may become 
possible to obtain help from the War Finance Corporation in 
marketing their production, under a technical interpretation 
of the Act creating the Corporation. 


It had been previously believed that the War Finance Cor- 
poration could come only to the relief of export business, but 
Secretary McKinney in a recent circular states that under con- 
ditions advances can be made for domestic business as per 
section No. 24 of the War Finance Corporation Act, as amend- 
ed, reading as follows: 


“Sec, 24. Whenever in the opinion of the board of di- 
rectors of the corporation the public interest may require it, 
the corporation shall be authorized and empowered to make 
advances uppn such terms not inconsistent with this Act as it 
may determine to any bank, banker, or trust company in the 
United States, or to any co-operative association of producers 
in the United States which may have made advances for agricul- 
tural purposes, including the breeding, raising, fattening and 
marketing of live stock, or may have discounted or redis- 
counted notes, drafts, bills of exchange or other negotiable in- 
struments issued for such purposes. 


“Such advance or advances may be made upon promissory 
note or notes, or other instrument or instruments, in such form 
as to impose upon the borrowing bank, trust company or co- 
operative association a primary and unconditional obligation 
to repay the advance at maturity with interest as stipulated 
therein and shall be fully and adquately secured in each in- 
stance by indorsement, guaranty, pledge or otherwise. 


“Such advances may be made for a period not exceeding 
one year, and the corporation may from time to time extend 
the time of payment of any such advance through renewals, 
substitution of new obligations or otherwise, but the time for 
the payment of any such advance shall not be extended beyond 
three years from the date upon which such advance was orig- 
inally made. The aggregate of advances made to any bank, 
banker, trust company or co-operative association shall not ex- 
ceed the amount remaining unpaid of the advances made by 
such bank, banker, trust company or co-operative association 
for purposes herein described. 

Secretary McKinney states in his bulletin to members that 
“the War Finance Board interprets the above as authority to 
advance money ‘for any purpose connected with the growing, 
marketing of agricultural products, and this includes com- 
mercial canners. Canners must secure this accommodation 
through their banks rather than direct. 


“Co-operative acsociations are permitted to negotiate di- 
rect with the War Finance Corporation for funds to the extent 
of any advances which such co-operative associations may have 
made to growers. 


“The War Finance Corporation has set up two committees 
in California, one of which has the jurisdiction over northern 
California and Nevada and the other over southern California 
and Arizona.” 


WORLD WIDE AFFAIRS. 


Washington.—After rejecting two proposals for a grad- 
uated income tax on corporations—each by a margin of a single 
vote—the Senate adopted today, 36 to 26, the Finance Com- 
mittee amendment to the tax revision bill providing for a flat 
15 per cent, tax. 


Proponents of a graduated levy, or of some other plan 
that- would prevent what they termed an increase of 50 per 
cent. in the tax of thousands of corporations making small 
profits, gave notice that they would renew their fight later. 

Washington, Oct. 26.—For the first time in a year and 
a half the Treasuary announced the issuance of certificates of 
indebtedness today at interest rates of less than 5 per cent. Of 
two issues of certificates, one matures April 1, 1922, and bears 
interest at the rate of 4% per cent. while the other matures 
September 15, 1922, and bears interest at the rate of 41% per 
cent. Both are dated November 1. 


The combined offering will be for $200,000,000, or there- 
abouts. 

It was stated that the over-subscriptions of recent issues 
and the easing of the money market generally caused the re- 
duction of interest rates. 
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Chicago.—Butler Brothers say almost over night business 
has become actually good in parts of the country, so good that 
demand for merchandise has caught retailers, jobbers and 
makers with thin stocks of many goods. This is the time of 


all times to push business they say. The best two months of 
the year are just ahead. 


Th population of the United States is now about equal to 
that of the United Kingdom and Germany combined. It exceeds 
by probably forty millions the population of all South America. 
The standard of life of the American people is only equalled 
by that of the people of Canada and Australia, the combined 


population of which is only 15,000,000 or 14 per cent. of that 
of the United States. 


Youngstown, O., Oct. 25.—Vague talk of an independent 
steel merger is again going the rounds here. Most all the 
eligible independents, frequently discussed in the past in this 


connection, are again being mentioned. Confirmation locally 
is unavailable. 


Rumor has it that effort is being made to effect the com- 
bination on a basis that will involve little underwriting, and 
correspondingly little speculation in the shares of the effected 
properties are arrived at, instead of writing stock value they 
are to be uniformly written down. In that way every share 
holder taking his stock into the merger will be protected against 
loss, but in no other way can he do so. This arrangement is 
expected to make the financing of the deal easy. 


Washington, Oct. 25.—An appeal for the donation of mil- 
lions of dollars of Government surplus supplies of foodstuff, 
clothing and medical supplies for the relief of famine conditions 
in Russia was made to Congress today by Secretary of Com- 
merce Hoover. The Secretary declared ‘no greater purpose 


could be found for their application than in saving human life 
in this great area of distress.’’ 


Reports received by the Secretary said from five to ten 
million persons must be destroyed unless relief is forthcoming 
immediately from sources outside of Russia. 


KERR ON THE TOMATO SITUATION 


Witnesses Who Would Speak for the Tomato Situation and 
for the Corn Situation 


Baltimore, October 27, 1921. 


Says one of our correspondents: ‘During the week some 
of the larger Central-West markets have been buying Eastern 
tomatoes, and we have had inquiries for tomatoes from two 
points on the Pacific Coast.” Another correspondent writes 
that “‘very few packers are carrying goods.” Most probably 
tomatoes are meant, though it is true that still other canned 
foods are in light supply. Still another correspondent finds 
“the tomato market much stronger, due to a good demand from 
widely scattered localtites.” ‘We have been compelled to ad- 
vance prices,” this correspondent adds. It may not be doubted 
that the tomato situation is stronger. There are no particularly 
outstanding proofs that the market is ‘‘much sronger’’; at least, 
no proofs that one finds reflected in current quotations. Im- 
portance is attached to the fact that markets removed at a 


great distance from Baltimore are interesting hemselves in 
Easern tomatoes. 


In the countryside of Maryland ones of tomatoes may be 
bought at 57% to 60c, and twos at 92% to 95c, and threes at 
$1.35 to $1.40, and tens at $4.25 to $4.50. Relatively the 
same minimum seilng levels obtain among Baltimore canners— 
ones, 62 to 65c; twos, 95c to $1.00; threes, $1.40 to $1.45, and 
tens, $4.75 to $5.00. There are other canners whose prices 
for tomatoes are substantially higher than those quoted; these 
canners will doubtless ‘trail along’’ with the market in its 
upward trend until their best hopes of it shall be realized. 


Corn may be bought cheaply; there are real corn-buying 
opportunities available. ‘‘A few straight cars of Maine Style 
corn may be bought at 90c.,” says one of our correspondents— 
$0c country shipping points. Another correspondent refers to 
the “‘scarcity of fancy corn.” ‘‘Due to the hot weather which 
prevailed while corn was ripening, fancy corn was not produced 
in usual supply in Maryland and in Delaware,” says the same 
correspondent. The pack of corn during the season of 1920 
was 15,040,000 cases. This year’s pack of corn is officially set 
down at 8,843,000 cases. If it be true that “‘the American 
people consume a million cases of corn a month,” the opinion 
of the canner who makes bold to say that “Standard corn will 
go to $1.25 before the coming of spring,’”’ would seem reason- 
able enough. We are reminded that “hope springeth eternal 
in the human heart.’’ EDWARD A. KERR. 
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Max Ams Double Seamers 


IF THE 


““Seal of Inspection”’ 


Means Anything to You 


USE 
Max Ams Double Seamers 


THE MAX AMS MACHINE CO. 
101 Park Avenue New York City 


The other Machines in our complete Ilme are m 
CHARLES M. AMS, President Chicago Office] 
just as good as our Double Seamers - 20 E. Jackson Boulevard 


IPI) 


ESTABLISHED 1861 


CALVERT LITHOGRAPHING Co. 


“THE MODEL SHOP” 


DESIGNERS AND MANVFACTVRERS 


LABELS AND CARTONS 


Cu1caco. ILL. DETROIT, MICH. OMAHA, NEB. 
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CROP IMPROVE MENT DEPARTMENT 


Relation of Horse Nettle (Solanum Carolinense) to 
Leafspot of Tomato (Septoria Lycopersici) 

By FRED. J. PRITCHARD, Physiologist, and W. 8. PORTE, 
Scientific Assistant, Office of Cotton, Truck, and 
Forage Crop Disease Investigations, Bureau of Plant 
Industry, United States Department of Agriculture. 

Introduction—Horse nettle (Solanum carolinense 
L.), a weed closely related to potato and tomato and 
generally distributed in fields and waste places from 
Ontario to Massachusetts, Florida, Illinois, Nebraska, 
and Texas, has been found to be a host of the tomato 
leafspot, or blight, fungus. 

In Maryland, New Jersey, and Delaware, where 
tomato leafspot causes heavy annual losses, horse 
nettle (Pl. 95, 96) is very common in waste places, in 
grass and grain fields, and even in cultivated crops. 
Its numbers in fields of tomatoes in the Middle Atlan- 
tic States, especially in Delaware, not infrequently ex- 
ceed those of the tomato plants 5 to 20 times. More- 
over, it bears numerous spots (PI. 97, A) which in size, 
shape, color, and other appearances closely resemble 
leafspot of tomato (P1. 98, A). Observations of these 
facts caused the writers to determine whether or not 
horse nettle is a host of the tomato leafspot fungus. 


EXPERIMENTAL WORK. 


Material and Methods—Young tomato and horse 
nettle plants were grown from seed in the greenhouse 
and used for inoculation when 1 to 5 inches high. Con- 
siderable difficulty was at first encountered in germi- 
nating the horse nettle seed, but this was finally over- 
come by setting the seed pots directly on the steam 
pipes. Both the tomato and horse nettle seedlings 
were in a thrifty condition when inoculated. Control 
plants were used in approximately as large numbers as 
inoculated plants in each experiment. , 


The inoculations were made by spraying the plants 
with spores from a pure culture by means of either a 
DeVilbiss atomizer or a small spray pump, or by trans- 
ferring minute pieces of mycelium from a rapidly 
growing culture to leaves moistened with distilled wa- 
ter. Both the inoculated plants and the controls were 
kept in a moist chamber 48 to 60 hours and then trans- 
ferred to benches in the greenhouse. 


Inoculation of Horse Nettle Plants With Septoria 
Lycopersici From Tomato—In the fall of 1919 about 25 
horse nettle plants transferred from the field to the 
greenhouse and inoculated with a pure culture of Sep- 
toria lycopersici Speg. obtained from tomato became 
infected with numerous spots resembling leafspot of 
tomato, while an equal number of horse nettle plants 
not inoculated but kept in the same environment as the 
inoculated plants remained healthy. During the win- 
ter of 1919-20 more than 500 horse nettle seedlings 1 to 
5 inches high were inoculated with this fungus, and as 
many more were used as controls. The leaves of about 
90 per cent of the inoculated plants became infected, 
but not one of the control plants showed any symp- 
toms of the disease. : 

The culture used in making these inoculations was 
isolated from a Septoria spot on a tomato leaf and had 
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been used to infect several thousand tomato seedlings. 
In morphology, in growth on standard culture media, 
and in development on tomato leaves it was typical for 
Septoria lycopersici. 

The horse nettle leafspots (Pl. 99, A) when small 
were usually somewhat circular in outline and brown 
in color, but when older they became more irregular 
in outline, light-colored in the center and dark at the 
margins. There is a larger percentage of circular 
spots in Plate 99, A (artificially infected leaves) than 
in Plate 97, A (naturally infected leaves) ; but this is 
due largely, if not wholly, to the fact that the spots in 
Plate 99, A, are younger than those in Plate 97, A. 
In fact, the shape of the spots on tomato leaves (Pl. 98, 
A) varies from a circular form when small to a more 
or less irregular outline when large. 


The horse nettle seedlings were not quite so sus- 
ceptible to the leafspot fungus (Septoria lycopersici) 
as tomato seedlings. They showed more individual 
variation in resistance but became infected readily and 
became fairly thickly covered with spot (Pl. 99, A). 

The spots on the horse nettle leaves infected in the 
greenhouse differed somewhat from those on the toma- 
to leaves in pycnidia production. Pycnidia appearea 
on nearly all the spots on tomato leaves but only on 
a relatively small percentage of the spots on horse 
nettle leaves, but were more deeply imbedded than on 
tomato leaves and were not always easily seen without 
the aid of a hand lens. The appearance of both the 
spots and pycnidiaon tomato and horse nettle leaves 
may be seen in Plates 97, B; 98, B; 99, B, C. 

The pycnidia on the horse nettle leaves produced 
innumerable spores which were indistinguishable from 
those taken from tomato leaves. Both the pycnidia 
and spores in mass are shown in a section of horse 
nettle leaf in Plate 99, B, C. Many of the pycnidia 
were even more deeply imbedded than the pcynidium 
shown in Plate 99, B, which in surface view was not 
very conspicuous to the unaided eye. 


Since pycnidia of Septoria lycopersici developed 
rather sparingly on horse nettle leaves in the green- 
house, 222 horse nettle plants inoculated with a culture 
of S. lycopersici obtained from tomato were planted 
outdoors where the air was supposedly drier; but only 
a few scattered pycnidia deevloped on these plants 
until nearly the end of the growing season. They were 
then found chiefly in small, dark brown spots lying in 
large dead areas near the tips and edges of the leaves. 
As pycnidia did not appear on tomato leaves in the 
field until very late in the fall, it is quite possible that 
the very wet weather during August hindered their de- 
velopment on both tomato and horse nettle. In fact, it 
has been repeatedly noted while working with this 
fungus, both in the greenhouse and in the field, that 
the development of pycnidia on tomato plants is fa- 
vored by dry air and hindered by moist air. This vari- 
ability in sporulation occurs also on culture media. The 
drier areas in corn meal culture of S. lycopersici de- 
velop pycnidia readily, while those that are moist pro- 
duce them only after the medium becomes somewhat 
dry or not at all. 


Inoculation of Tomato and Horse Nettle Seedlings 
With Septoria Lycopersici Reisolated From Horse 
Nettle Leaves—Thirty young tomato plants and 14 
young horse nettle plants 3 to 6 inches tall were inocu- 
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Body Forming Machine 


This machine is adapted to Form- 
ing, Locking and Soldering the 
bodies of either round, square or ir- 
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soldering attachments for soldering 
the bodies, or without soldering at- 
tachment, alsowith orwithout notch 
ing attachment for dry pro4ucts. 

The body blanks can be fed by hand 
to the machine, or it can be equip- 
ped with a feeding attachment. 
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various size cans: is constructed of 
the very best workmanship and ma- 
terial, and is of the latest design, 
and improved mechanical con- 
struction. 
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lated by spraying their leaves with spores of a culture 
of Septoria lycopersici reisolated from horse nettle. 
Twenty uninoculated tomato plants were sprayed with 
distilled water and used as controls. Both the inocu- 
lated plants and the control plants were kept in a moist 
chamber 60 hours. 

All the tomato and horse nettle plants became 
heavily infected, but none of the controls developed 
any symptoms of the disease. Pycnidia developed on 
the spots, but they were much more common and more 
conspicuous on the tomato than on the horse nettle. 
The spores, which developed in profusion, were identi- 
cal in shape and size with those produced by the origi- 
nal culture obtained from tomato. 

Septoria on Naturally Infected Horse Nettle— 
Spots resembling leafspot of tomato began to appear 
on horse nettle leaves,at the Arlington Eperimental 
Farm and in fields and gardens in the vicinity of Wash- 
ington about the middle of August but bore very few 
if any pycnidia before the middle of September. This 
was approximately coincident with the appearance of 
pycnidia of Septoria lycopersici on tomato leaves. 

The pycnidia found on naturally infected horse 
nettle leaves after the middle of September were rather 
numerous but appeared on only about 1 per cent of the 
spots. They contained innumerable spores that were 
indistinguishable morphologically from those of the to- 
mato leafspot fungus, Septoria lycopersici. Dead areas 


near the tips and margins of the leaves seemed to afford 
the most favorable conditions for their development, 


for they were found most frequently within these areas. 
Several attempts were made to isolate a pure cul- 
ture of the Septoria from naturally infected horse 


THE CANNING TRADE. 


HERCULES SANITARY FLEXIBLE STEEL CONVEYOR 


November 7, 1921 


nettle leaves by use of the spores, but in each case the 
spores failed to germinate. The writers were not sur- 
prised at these results, however, as it often requires 
repeated efforts to isolate a culture of Septoria lyco- 
persici from tomato leaves even when spores are used. 
Moreover, it is still more difficult to isolate Septoria 
from minute pieces of infected tissue such as may 
be obtained from spots on tomato leaves, because these 
infected tissues are nearly always invaded by other 
organisms, and a treatment that will kill these accom- 
panying organisms will kill Septoria. As Septoria 
grows very slowly in culture other organisms, if pres- 
ent, soon prevent its development by growing over the 
surface of the culture medium. It is very likely that 
Septoria could have been isolated from these naturally 
infected horse nettle leaves about as easily as from 
tomato leaves, however, had not a frost defoliated the 
plants when the plating of the spores was started and 


made it almost impossible to find more spore-bearing 
material. 


Isolation of Organisms Other Than Septoria From 
Leafspot of Horse Nettle—While looking for pycnidia 
of Septoria on naturally infected horse nettle leaves, 
the writers observed a Phoma ,an Alternaria, and two 
species of Cladosporium fruiting on the surface of the 
dead spots. One Cladosporium resembled Cladospor- 
ium fulvum Cke. in the shape of its spores and in the 
production of a purple color on both cornmeal and oat- 
meal agar, but differed from it in the production of 
smaller spores. 


The pathogenicity of each of these fungi was 
tested in four to five series of experiments by inoculat- 
ing with a pure culture thrifty young tomato and horse 
nettle seedlings and keeping them in a moist chamber 
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48 to 60 hours after inoculation. No spots resembling 
those occurring naturally on horse nettle or those pro- 


duced by spraying horse nettle or tomato plants with — 


spores of Septoria lycopersici developed on any of 
these plants. Seven out of 100 tomato palnts inocu- 
lated with the Alternaria developed an infection spot. 
but it was an elongated area following the veins and 
was found also on a few uninoculated plants of the 
same age on the greenhouse benches. Moreover, it did 
not appear on horse nettle. It would therefore seem 
that the four fungi isolated from horse nettle leafspots 
were merely saprophytes. 

Discussion—Septoria lycopersici is a very active 
parasite. It readily infects all the varieties of toma- 
toes grown in the United States and all varieties, both 
wild and cultivated, that the writers have been able to 
obtain through the Office of Seed and Plant Introduc- 
tion. It infects very easily Cyphomandra betacea 
Sendt. the tree tomato, and a species of Solanum from 
Ecuador, Solanum mammosum L. On this Solanum it 
also produces numerous pycnidia and spores. It is 
not surprising, therefore, that it infects Solanum caro- 
linense. 

Since Septoria lycopersici in vure infected horse 
nettle seedlings readily and developed pycnidia and 
spores both in the greenhouse and outdoors. it is appar- 
ently able to maintain itself on this host. The Septoria 


pycnidia found on naturally infected horse nettle were 
probably also those of S. lycopersici, since they were 
similar to them in size, form, and spore contents an1 
developed on approximately the same percentage of 
spots as the pycnidia on the artificially infected horse 
nettle plants. 
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It is very likely that in the Middle Atlantic States 
most if not all the horse nettle leafspots resembling 
tomato leafspot are caused by Septoria iycospersici. 
The fact that S. lycopersici infects horse nettle easily 
and produces spots, pycnidia, and spores that can not 
be distinguished morphologically from those occurring 
on horse nettle in the field would tend to support this 
conclusion. Moreover, it would also seem to be 
strengthened by the failure of the other organisms iso- 
lated from these spots to reproduce the leafspot dis- 
ease. 

The results of the inoculations with a pure culture 
of Septoria lycopersici show that horse nettle is a very 
susceptible host for this parasite. It should therefore 
be kept out of prospective tomato fields to prevent its 
harboring the tomato leafspot fungus and thereby 
largely destroying the benefits that would otherwise be 
secured from rotation of crops. For the same reason 
it should be destroyed in fence rows, roadsides, and 
other waste places near tomato fields. 


Summary—Horse nettle, a weed common in fields 
and waste places in the eastern half of the United 
States, usually bears in the Middle Atlantic States 
numerous spots on its leaves resembling leafspot of 
tomato. Inoculation of more than 500 horse nettle 
seedlings with a pure culture of the tomato leafspot 
fungus, Septoria lycopersici, caused infection of about 
90 per cent of the plants, while an equal number of 
controls remained free from the disease. The spots 
closely resembled those occurring naturally on tomato 
and horse nettle. 


Pycnidia and spores of a Septoria identical in ap- 
cent of the spots on the inoculated horse nettle plants 
both in the greenhouse and outdoors. The pycnidia 
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and spores were indistinguishable from those of Sep- 
toria lycopersici on tomato. 

Aculture of Septoria reisolated from the artificial- 
ly infected horse nettle plants produced on both horse 
nettle and tomato leaves spots, pycnidia, and spores 
typical for Septoria lycopersici. 

Pycnidia and sopres of a Septoria identical in ap- 
pearance with Septoria lycopersici were found on nat- 
urally infected horse nettle leaves late in the fall. 

A Phoma, an Alternaria, and two species of Clad- 
osporium were found fruiting on horse nettle leafspots, 
but repeated efforts to reproduce the spots with pure 
cultures of these fungi ended in failure. It is therey 
fore likely that in the Middle Atlantic States most, if 
not all, these spots resembling leafspot of tomato are 
due to Septoria lycopersici. 


SUBSTANTIAL INDORSEMENT OF CANNED FOODS WEEK 


Indicative of the way the idea of Canned Foods Week, 
March 1 to 8, 1921, is being received, is the hearty endorse- 
ment of the Joseph Campbell Co., Camden, N. J., who, in addi- 
tion to their generous contribution, voluntarily offer the use 
of their advertising pages in the Saturday Evening Post and 
the Literary Digest the week preceding March ist. These 
pages to be devoted to the general subject of Canned Foods, 
and to bringing Canned Foods Week to the attention of mil- 
lions of readers, and not to benefiting the Joseph Campbell Co. 
in particular, but for the good of the industry as a whole. 

While such an amount of advertising would cost thou- 
sands of dallars, and, of course, is far more than could possibly 
be expected from the average individual contributor, yet it 
emphasizes the fact there is something every canner can do 
to make the Week a success. 

The offer came in a letter addressed to the chairman of 
the Canned Foods Week Committee by H. F. Jones, advertis- 
ing manager of the Joseph Campbell Co. It follows: 

“We are sending you copy of our house organ, ‘“‘The Op- 
timist,” which expresses our views most forcibly regarding the 
advantage of Canned Foods Week, and our willingness to co- 
operate. 


“We are enclosing herewith our cheque for $250.00, drawn 
to the order of the National Canners’ Association. Should the 
preliminary work which you are doing prove that the under- 
taking is fundagientally correct and you are able to obtain the 
hearty co-operation of the packer, broker, jobber, and retailer, 
we shall be glad to consider using our page in the Saturday 
Evening Post and in the Literary Digest for the week preced- 
ing March ist, advocating the purchasing of canned goods of 
all kinds during the week you have chosen. 


“We wish to assure you of our hearty co-operation, and 
if we can be of any service to you, do not fail to call upon us. 
We do not feel that it will be practicable for you to raise suffi- 
cient funds to do any general magazine publicity work, although 
perhaps the use of space in some of the trade journals may be 
necessary. One thing that the packers can do without any cost 
to themselves in their own local communities the week prior 
to Canned Foods Week is to see that the grocers in that com- 
munity give window displays and prominence to canned foods. 
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The brokers can have a very marked effect on the jobbers and 
jobbers’ salesmen, and these, in turn, combined with the spe- 
cialty men of the various manufacturers of canned foods, wlll 


have influence with the retailers. Please keep us informed 
from time to time as to your plans and greatly oblige,” 

The article above referred to appeared in the Optimist, the 
house organ of the Joseph Campbell Company, in the October 
issue, It follows: 

“The endorsement of Canned Foods Week has exceeded 
all expectations. Everywhere, throughout the country, canners 
and distributors, both wholesale and retail, are lining up in 
support of the big idea. 

“This campaign is more important now that the prices of 
some items are soaring, than a few months ago, when there was 
slack demand. Past experience has shown that if prices get 
too high, canned foods will be slow sellers. A Canned Foods 
Week will have the effect of oiling the machinery of distribu- 
tion. 

“The committee announces that it will spend no money 
until collected. If you are interested, make your contributions 
now. Send check to Committee on Canned Foods Week, Na- 
tional Canners’ Association, 1739 H street, N. W., Washington, 
D. C. It will take several months to arrange the advertising 
matter and properly distribute it.” 

NIAGARA CO. PRESERVING CORP. ABSORBED 
Wilson, N. Y., October 26, 1921. 

Mr. Charles H. Tugwell, President of the New York State 
Canners’ Association, has returned from Pittsburgh, where he 
spent Tuesday, concluding the details of the transfer of the 
Niagara County Preserving Corporation of Wilson to the George 
S. Dougherty Company, of Pittsburgh. At the reorganization 
meetings Mr. Tugwell, who has been President of the Niagara 
County Preserving Corporation since its organization, was 
elected a director of the Pittsburgh Company, and the follow- 
ing officers of the local corporation were elected: President, 
George S. Daugherty; Vice-President, L. N, Singley; Secretary, 
Alfred G. Bauer, Jr.; Treasurer and General Manager, Charles 
H. Tugwell. 


The George S. Daugherty Company has heretofore engaged 
in business as a wholesaler of canned foods, for several years 
has been the largest customer of the local canning company, 
and now enters the production field by the acquirement of the 
Niagara County Preserving Corporation, which has made a 
specialty of packing in No. 10 cans. The community is to be 
congratulated on the combination effected by Mr. Tugwell, who 
thereby becomes actively associated in a business of nation- 
wide reputation. 

BIG YEAR AHEAD 

Mr. Charles M. Ams, President of the Max Ams Machine 
Co., of New York, who is taking an extended trip, calling on 
the big packers and canmakers in the South and Tri-State dis- 
trict, writes as follows: ‘‘The canmakers and packers are opti- 
mistic for a big time next, year.”’ 

EXCESS PROFITS TAX “RUINING BUSINESS” 
Drives Successful Men to Retirement, Asserts Representative 
Underhill. 

The capable business man, the rare being who has the 
courage and the ability to manage an industry and successfully 
employ labor, is being driven out of business by the excess 


profits tax, according to Representative Charles L, Underhill, 
of Massachusetts, before the National Machine Tool Builders’ 
Association. 
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SHORT TOMATO CROP 


As every Canner knows, the Tomato crop of 1921 was short, 
and so is the Tomato Seed crop for the identical 
reasons, a small acreage and poor crop. 


Last Spring, we were afraid there would be but a small de- 
mand for Tomato Seed for 1922 planting, so we did not plant 
our usual large acreage for Tomato Seeds, and we have saved 
only a small quanity on the limitedjacreage. We now believe, 
with good reasons, thatthe acreage which will be planted for 
1922 will be larger than for the past two or three years and the 
demand willbe great. Weare afraid we will not have enough 
Seed to take care of our usual trade, but the following prices are 
made good for thirty days andif unsold on receipt of order. 
We wish to call attentionto the Landreth and Delaware Beau- 
ty Tomatoes, they are the best two on the market. 


TOMATO 


John Baer 
Landreth’s Ten Ton........... . 8.50 


TOMATO—‘The Landreth” PEAS 


Price $9.00 per pound Peas are short. Fortunately we have some 
This Tomato is not on AdmiralsGreen. 

which is still the best ofthe large-fruited medium-late class. 

‘‘The Landreth” is as red as the Landreth Red Rock and two OTHER SEEDS 

weeks earlier, ripening two days after the Earliana, but twice ; 

as productive, and ripening two weeks ahead of the Landreths, Beet, Cucumber, Cabbage, Pumpkin, Squash, 

ee ae Se days ahead of the Stone, Paragon or = Qkra, Spinach, Cauliflower; Beans-Snap, Dwarf- 
The vine is short-stemmed, Lima, Sugar Corn, Peas. 

ive of blood-red, beyond comparion solid, smooth, meaty an mae 

mosty attractive fruit, astonishingly ereteetivn. The shape of We sell every variety of seed used by Canners and 

the fruit is full bottomed,that is round atthe bottom, quite free c . = 

from cracks, with very little cavity at the stem end, which will ask you before buying to write for prices. Our 


be recognized as a very desirable quality. prices will be found aslow as such quality can be 
The Landreth Tomatois in appearance somewhat after the ld 

order of Chalk’s Jewel, really an improvement out of the sold. 

Chalk’s Jewel, but is five days earlier, considerably larger 

fruited, far more productive picking over a longer period, of Terms, Net 60 days, 2% off 10, f. o. b. Bristol, 

better color, more solid, and does not crack. Altogether it is d 

more desirable than Chalk’s Jewel and has proved a leader in Pa. carriers at value. 

every section where an early Tomato is needed. 


Business Founded 1784 D. LANDRETH SEED CO. Oldest Seed House in America 
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He did not see how a man could be censured for investing 
what fortune he has left in tax-exempt bonds and retiring to 
the pleasures of golf or poker or travel ‘‘when he sees the writ- 
ing on the wall that in his days of prosperity he cannot put 
aside a fund for the future calamities that may happen. 

Such a man does retire, as the only safe thing to do, Mr. 
Underhill said. 

“What becomes of his 2,000 or 3,000 employees who have 
been happily located for so many years?” he continued. ‘“‘The 
Government hag closed the factory in its foolish effort to exact 
more money from the man who owns the mill. It has driven 
him from business and the employees have joined the ranks of 
the unemployed.”’ 

Mr. Underhill argued that continuation of the excess profits 
tax and surtax means a confiscation of all wealth and a con- 
dition in the United States closely akin to that of Russia. He 
said that the gospel of ‘“‘Soak the rich” has caused the with- 
drawal from industry and agriculture the capital they need, 
and in consequence everyone has suffered, while the ‘farmer 
bloc” and the “labor bloc” are indifferent to the results of their 
destructive prejudice. 

Money is not being invested in tax exempt securities to 
escape taxation so much as to find a safe investment, the 
speaker said. The man of capital prefers to take the smaller 
return rather than to lose the principal. Business cannot ab- 
sorb the excessive taxes, nor can they be passed on to the con- 
sumer. 

“The equitable and just sales tax,” he went on, “‘is opposed 
by the ‘farmer bloc,’ abetted by the Democrats. They have 
lost sight of the promises and platforms of both parties. The 
real farmer is not so much to blame as the ‘political’ farmer, 
for when this question of sales tax was submitted to them on 
a referendum they voted by a substantial majority in favor of 
the sales tax. 

“Here is a warning: Ten years ago the legislative branch 
of the nation undertook, successfully, to bankrupt the railroads. 
They would not allow them to make enough money to pay back 
the money they borrowed, or to keep the railroads, and the 
result is that today 90 per cent of the roads are in a bankrupt 
condition. 

“Today the average business concern is in this position. 
Of all they make this year practically one-half of it will have 
to be paid to the Government for taxes, so the average business 
man when he settles up his business at the end of the year will 
have nothing out of his year’s business.” 

TEN NECESSARY STEPS FOR BUSINESS RECOVERY 

According to Journal of Commerce, New York, as follows: 

1. Insist upon early reduction of armaments. 

2. Oppose irritating influences in foreign relations and 
promote international good will. 

3. Bring German reparations within the range of prac- 
ticability by willingness to consider such modifications as may 
prove to be necessary. 

4. Hasten the stabilization of exchange in order to break 
the disastrous deadlock in foreign trade. 

5. Lighten the burdens upon business by vigorously urg- 
ing lower taxes; also the repeal of present confiscatory taxes. 

6. Encourage sound enterprises with liberal credits and 
endeavor to check all extravagant expenditures, both public and 
private. 

7. Increase your product and decrease your costs at every 
reasonable opportunity. Low product and high wages enor- 
mously raise the cost of living, especially labor. True pros- 
perity lies in the abundance—not scarcity—of things necessary 
to life and enjoyment. 

8. Work harder, save more and spend less. 
to employers and employees alike. 
too numerous. 

9. Foster industrial peace by resorting to temperate dis- 
cussion; giving, and asking the square deal and overcoming 
radicalism through education, reason and justice. 

10. Above all, eliminate the deadly poisons of hate and 
greed, the spread of which undermines civilization and blasts 
all the advantages of friendly intercourse. 

In proportion as common sense ideas such as these are 
observed prosperity will resume its welcome sway. If ignored, 
Gepression must continue and perhaps deepen. 


This applies 
Shirkergs and loafers are 
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LATEST MICHIGAN BEAN REPORT 


While but little threshing of the late crop has been done, 
reports indicate a fair yield from all sections and considerably 
better than the returns from the early-planted crop. The crop 
averages 74 per cent of normal, or 10.8 bushels per acre. The 
average last year was 13 bushels per acre. The total crop is 
placed at 2,549,000 bushels, or about 1,000,000 bushels less 
than last year, there having been a considerable falling off in 
acreage in part of the state as well as yield, Owing to a second 
setting of blooms in many sections, there are green beans 
mixed with the mature crop which are causing a rather heavy 
pick. There has also been some local weather damage while 
harvesting.—The Bean-Bag. 


STATISTICAL POSITION OF PEAS STRONG 


Waukesha, Wis., October 29, 1921. 

A careful tabulation of spot holdings of peas in the State 
reveals the small total of less than a half million cases. With 
nine months ere new pack peas are available for delivery, it is 
an easy matter to appreciate that the statistical position of peas 
is strong. During the past two weeks we have had numerous 
requests for peas at $1.00. In the language of the street, 
“There ain’t no sich animal.’”’ It simply can’t be done. 

The cheapest peas we have to offer today are 2,500 cases 
Standard No. 3 Alaskas at $1.10, located at Factory No. 76; 
also have 1,700 cases Standard No. 4 Alaskas at $1.10 from 
Factory No. 9. From this same plant we can include No. 8 tin 
count 10 over whole beets at $1.10, also No. 2 tin cut refugee 
wax beans at 95c. 


There has been considerable interest in gallon peas, and 
we have but two lots available. 


CRARY BROKERAGE COMPANY. 
Wausau, Wis., October 29, 1921. 
This is a good time to buy peas. Prices are really cheaper 
than they should be. While there is a fair demand for peas, 
of the cheaper grades in particular, cold weather is coming on, 
and quite a few canners have inadequate storage facilities. 


Rather than go to the expense of putting their goods in 
public storage or providing winter storage on their own prem- 
ises, some of them are willing to discount this expense by 
putting the knife into values. With not over three quarters of 
a million cases of peas in the hands of Wisconsin canners, and 
the consuming year practically all ahead of us, there will be 
an actual shortage of peas before the new pack. 


GROCERS’ SUPPLY COMPANY. 
BUSINESS OPPOSED COMPROMISE IN RAILROAD STRIKE 


Commercial organizations all over the country took ener- 
getic measures last week to prevent the paralysis of business 
and to safeguard their communities in case the threat of the 
railroad unions to strike should become a reality. 


Sentitaent was embodied in resolutions similar to those 
adopted by the New York Merchants’ Association, and these 
were sent by the score to Washington for the purpose of assur- 
ing the Federal authorities of support in such measures as they 
might see fit to take up to keep the railroads running. 


The firm attitude of business had a strong. influence in 
shaping public opinion, which, according to the Brotherhood 
jeaders, compelled them to abandon their purpose to paralyze 
railway traffic if their demands were rejected. 


The Chamber of Commerce of the United States reports 
that many telegrams are being received from its constituent 
organizations, the trend of which is shown by the following 
quotations: 


“The proposal that the railroad employees strike is draw- 
ing severest condemnation from communities. 


“There is substantial sentiment that the time has come 
to fight the issue through without compromise. 


“The public does not intend to sit quietly by without action 
when an effort is being made to choke it into submission. 


“The fullest support will be given the constituted authori- 
ties in any action they may take to keep the transportation lines 
open. 

“Commercial organizations will make every effort to keep 
up a constant flow of the necessaries of life. 


“Many communities report the acquisition of stocks of 
foodstuffs. 


“Truck lines are being projected to move freight that 
must be transported. 

“Communities are getting ready to run campaigns for re- 
cruiting men to operate necessary trains in the event that the 
strike is successful.” 
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LABELS 


A Good PRODUC 
attractive “GAMSE LABEL” | 


en your Can 
properly displayed— 
spells “SUCCESS” 


We operate MORE LITHOGRAPHIC 
High Speed Offset Presses—than any _ 
house in Baltimore and can save you — 
MONEY on your Labels... Write Us 


GAMSE BRO. 


LITHOGRAPHERS 
Gamse Building, BALTIMORE, MD. 


GOOD KETTLES 


Copper Steam Jaded Kettles for all purposes 


built in all sizes. 


Write for descriptive Circular, or tell us your requirements, 


F. H. LANGSENKAMP, 


THE CANNING TRADE. 


Chicago, Ill., July 14, 1921. 


CROP REPORT No. 3 


TO OUR CANNER FRIENDS: 


Crop reports now coming in from 
our field inspectors and travelers 
show disappointing conditions on 
Peas—some returns as low as five 
bags to the acre and different sec- 
tions very uneven in yield; other 
seed crops also suffering from the 
extreme heat and dry weather. 

Canners who are particular and 
want to plant good Wisconsin Peas 
should keep in mind that the total 
plantings of Seed Peas of canners’ 
varieties was very limited and the 
crop will be short. 

We are headquarters for choice, 
carefully rogued WISCONSIN 
GROWN SEED PEAS. Write us 
whenever you are interested in any 
kind of seed. We will be glad to 
quote you prices or give you the 
benefit of any information we have 
at any time. Let us hear fromyou 
frequently. LEONARD’S SEEDS 
make a better pack. 


LEONARD SEED CO. 


Chicago Il. 


© 
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a 
‘ 
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Average Railroad Pay—Statistics compiled by the United 
States Railroad Labor Board in its consideration of the wages 
of railroad employees show that the average daily rate of pay 
for all grades of work now is $4.54, as compared with an aver- 
age rate of $2.87 in 1917. The present rate includes the wage 
cut authorized July 1 by the Board. This cut averaged about 
12% per cent. 

The folleowing table is taken from the Labor Board fig- 
ures, column 1, showing the percentage of cut in the July wage 
decision, column 2 the percentage still remaining over Decem- 
ber, 1917, wages, column 3 the average rate of pay per day now, 
and column 4 the average rate of pay per day in 1917: 


Supervisory forces ............ 6.3 63.4 $8.01 $5.34 
Clerical and station........... 12.2 64.6 4.18 2.54 
Maintenance of way and unskilled 17.4 55.7 3.35 2.15 
Shop employees .............. 10.5 54.0 5.47 3.55 
8.9 82.8 4.84 2.65 
Engine service employees...... 9.4 59.9 5.81 3.83 
10.7 64.5 5.35 3.32 
Stationary engineers and firemen 12.7 92.3 4.19 2.18 
Signal department ............ 10.00 66.6 5.50 3.30 
Marine department ........... 9.8 33.3 6.69 5.02 


Present average for all grades of employees, $4.54. 
1917 average for all grades of employees, $2.87. 


SENATOR O. E. WELLER WILL FURNISH VEGETABLE AND 
FLOWER SEEDS FREE OF CHARGE UPON APPLICATION. 


Senator Weller will be very glad to distribute, free of 
charge, his quota of vegetable and flower seeds for Spring 
planting, to any resident of Maryland who will write him, by 
postal or letter, to Room 227 Senate Office Building, Wash- 
ington, D, C., on or before November 15, 1921. He will send 
each applicant one package containing five varieties of seeds, 
or a large number of packages, if requested. 

Care should be taken to give the correct name and address 
for mailing. 
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POLK COMPANY ORGANIZES TO CAN GRAPEFRUIT JUICE 
Hearts of the Fruit, a Practically New Venture, Part of 
Product—$100,000 Capitalization. 

The Polk Company, a new concern capitalized at $100,000, 
has been incorporated under the laws of Indiana. Notices of 
incorporation were filed by the company with Ed Jackson, 
seretary of that state. The papers name all Indianapolis men 
as owners of the new company. Ralph Polk, formerly pres- 
ident of the J. T. Polk Company, of Greenwood, is 
president of the new concern, which is organized, according to 
the articles filed, to manufacture and distribute canned grape- 
fruit juice and hearts of grapefruit. Samuel O, Dungan, who 
formerly was vice-president and treasurer of the J. T. Polk 
Company, retains the same offices in the new concern. J. 
Duane Dungan is named as a director. 

Central offices of the company are in Indianapolis at 1100 
East Fifteenth street. A large warehouse was built recently 
adjacent to one belonging to the Polk Sanitary Milk Company 
at Fifteenth street and the Belt railroad, Indianapolis, and 
this will be used to store canned foods to be distributed in the 
central states. Mr. Dungan said that although offices will 
soon be established in New York and Chicago the central 
offices and headquarters will be maintained in Indianapolis. 


POSITION WANTED 


WHAT HAVE YOU TO OFFER 


Experienced in developing, 
manufacturing and selling can- 
ning machinery and equipment. 
---Address Box B-903, care 
The Canning Trade. 


CANTON BOX COMPANY 
2501 to 2515 Boston St. Baltimore, Md. 
PACKING BOXES 


Made up or in Shooks. Cargo or Carload, 


The Baltimore Box and Shook Company 


MANU FACTURER——_ 
Canned Goods Cases 
901 S. CAROLINE STREET BALTIMORE, MD. 


DEL MONTE the best known 
and most-called-for brand of canned 
fruits and vegetables in America 
and thus one of the 
most profitable 
for you to 
handle, 


San Francisco 


CALIFORNIA PACKING CALIFORNIA 


CORPORATION 


Why Not Eliminate 


the chief cause ofswells and flat sours by the useof 


Cleaner and Cleanser” 


which insures a safe, superior, distinctive and 
economical sanitary cleanliness. Order from 
your supply house. 


Over 2,000 distributing centers insure prompt 
delivery and short haul. ‘ 


The J. B. Ford Co., Sole Mnfrs., Wyandotte, Mich. 


| 
Our advertising has made 
| = 
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IT IS MORE NECESSARY 
THAN EVER TO 


KNOW HOW PAC 


FOODS not only rightly 
but SAFELY 


GET A COPY OF 


“A COMPLETE COURS 
IN CANNING” 


PRICE $5.00 


There is no other book tells you how to Can!! 


THE CANNING TRADE 
BALTIMORE, MD. 


Complete Course 
Complete Course 


2 PUBLISHED EVERY MONDAY BY 


THE TRADE COMPANY 


A. I. JUDGE Manager and Editor 
Baltimore and Commerce Sts., Baltimore, Md. 
Telephone St. Paul 2698 


THE CANNING TRADE is the only paper published exclusively 
in the interest of the Canned Food Packers of the United States 
and Canada. Now in its 44th Year, 

TERMS OF SUBSCRIPTION. 
Payable in advance, on receipt of bill. Sample copy free. 


Extra copies, when on hand, 10 Cents each. 
ADVERTISING Rates—According to space and location. 
Make all Drafts or Money Orders payable to THE TRADE Co. 
Address all communications to THE TRADE Co., Baltimore, Md. 


Packers are invited and requested to use the columns of THE 
CANNING TRADE for inquiries and discussions among themselves on 
all matters pertaining to their business. 


Business communications from all sections are desired, but 
anonymous letters wil] be ignored. A. I. JUDGE, Editor. 


Entered at Postoffice, Baltimore, Md., as second-class mail matter 
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EDITORIAL JOTTINGS 


CANNERS, BE ON YOUR GUARD! 


There can hardly be need of us reminding our readers of 
the position constantly taken by The Canning Trade in this 
matter of the elimination of the Big Five Meat Packers from 
the canned fruit and vegetable field, and that from the very 
beginning, for we have repeatedly voiced our consternation at 
this Government action, for it has always seemed to us to have 
been the crowning act of folly on the part of our lawmakers, 
the most uneconomic ruling ever devised. 


When we sat in the Senate Chamber and listened to Sen- 
ator Fernald, himself a vegetable canner and, therefore, one of 
those likely to be devoured by this tremendous octopus, if the 
proponents of this un-American, uneconomic expulsion act 
against the meat packers are to be believed; when we heard 
this Senator-canner defend these meat packers, and show be- 
yond paradventure of doubt that they were the most efficient 
and economic dispensers of foods in the world, content with a 
smaller percentage of profit on the turn-over of these foods 
than any other set of men could be; and then heard the advo- 
cates of this expulsion act demand the shattering of this organ- 
ization, and that because it is the most efficient, best organized, 
smoothest working business in the world it must be destroyed; 
when we heard this, as we did, we pretty nearly lost our hope 
for and faith in our country. For we could not and we cannot 
believe that such arguments were made freely and of their own 
volition by these Senators. There was something back of it 
all, it seemed to us. 


We must admit that we have never had any faith in or 
patience with the idea of danger from trusts in this country, 
and especially when connected with foods. There never has 
been a successful corner in foods, and there never will be. The 
paths of our commerce are strewn with the wrecks of such 
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attempts, some of them very close to our own industry. 
And in fairness to ourselves it should be stated that we 


- have never been the recipient of favors from the big meat 


packers; have never received even a small share of their adver- 
tising patronage when they were distributing it to our con- 
temporaries and others; so that we have had no “lean” towards 
them other than as dictated by common honesty of the question. 
If Americans are to be told that because they can corn they 
cannot can tomatoes; that because they can fruits they cannot 
can peas; that though in the business of producing canned 
foods they cannot deal in kindred lines of canned products, 
then we better all emigrate to Russia, or bring the Russian 
Soivet here, for in fact we have it. 


The one shock to our opinion in this matter was when 
the meat packers consented to the decree. This we could not 
understand, and did not have explained to us until the other 
day. It seems now that the meat packers were suffering 
severely in their foreign business because of this aggitation, 
many of the European countries refusing to deal with them, 
and they were threatened with the loss of their immense in- 
vestments there. To obviate this, and to get done with the 
whole troublesome matter, they thought it best to end the 
wrangling by granting everything asked; not that they believed 
it right or proper, nor that they thought they could not win, 
but because they were tired of it and wanted to assure the 
European trade that it had nothing to fear. 


We make this lengthy explanation so that our readers will 
have the whole situation clear before them. It now remains 
to be said that an attempt has been made to have this consent 
decree set aside, which would permit the meat canners to again 
buy canned foods on the huge scale they did before, and to 
bring to this industry the splendid distributing organization 
and efficient salesmanship as in the past. If we are informed 
properly, and we think we are, the Government is in favor of 
this change, as it now regards its previous action as a serious 
economic blunder. It now sees that instead of helping the 
consumer to lower prices on foods, it tends to the exact reverse 
effect, when it hampered the big meat packers and removed 
them as distributors. So the Government wants to see the 
meat packers restored and the people want them restored, and 
they in all likelihood will have their rights restored to them. 
Whether or not they choose to enter into the distribution of 
canned foods upon the same scale as they did before remains 
to be seen, and is entirely their own business; but that they 
have a perfect right to deal in canned foods, we think, cannot 
successfully be denied for one moment. 


There is. just one interest opposing the lifting of this con- 
sent degree, and that is the wholesale grocers of the country. 
It was largely the Southern Wholesale Grocers’ Association 
which put the meat packers out of the business, the National 
Wholesale Grocers’ Association assisting only in a half-hearted 
manner. Now, however, it is this latter organization that is 
doing most of the fighting, and they are fighting hard to keep 
the Government from lifting the ban against the packers. They 
have organized their forces and are waging an active campaign 
to maintain their position. One feature of this is to have the 
Associations of canners endorse the position of the wholesale 
grocers—to win the canners over to the side of opposing the 
re-entrance of the meat packers. Every meeting of the can- 
ners will be addressed by forceful speakers from the wholesale 
grocers’ ranks, and who will try to get the Conventions to peti- 
tion the Government not to lift the ban. The canners must be 
on their guard and must not allow themselves to be put in this 
position. Certainly they must not take action against the meat 
packers and in favor of the wholesale grocers. It will take 
firmness and courage to resist the assault of these well-organ- 
ized forces, but it will be done. 


These wholesale grocers will warn the canners that if the 
meat packers are allowed to resume the distribution of canned 
foods, it will not be long before the meat canners own and 
control the whole industry of fruit and vegetable canning. This 
is almost too childish to need refutation. If these meat packers 
can buy up and control the entire acreage of fruits and vege- 
tables, they can do this, but not otherwise. The meat packers, 
we surmise, are too wise to be bothered with all the troubles 
and details of this vast industry; they would rather let the 
present canners do the work, and they sell the products. Don’t 
be scared by that hob-goblin of an all-devouring trust. There 
is no such thing possible in food production and distribution. 
They do not control the meat production, slaughtering or sale 
in this country, and the best evidence that this is so is not only 
the hundreds of successful small meat packers scattered all 
over the country, but that these very meat packers, competitors 
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CAMBRIDGE, N. Y. 


SEEDS 


used by Canners 
Everywhere 


We are headquarters 
for the best of every- 


To Secure the Best Pack Peas 
at the Greatest Profit You Must Use 


HAMACHEK 
GREEN PEA 


FRANK HAMACHEK, \KEWAUNEE, wis. 


Manufacturer of IDEAL VINERS, VINER FEEDERS and CHAIN ADJUSTERS 


ESTABLISHED 1880 


thing in 
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of the big five, are warmly in favor of keeping the big five as 
they were without molestation. In other words, the independent, 


so-called, meat packers are all in favor and on the side of the. 


big meat packers. 


Rumor says that the wholesale grocers are going to every 
extreme to prevent this lifting of the consent decree. They 
have made much of an endorsement in their favor from the 
apricot and almond growers of California; but it is alleged this 
Was secured through intimidation and coersive measures, Car- 
ried through their Convention by storm, and that the growers 
are actually not backing up the resolution. These charges are 
alleged against this action on the part of the apricot and almond 
growers, and they serve as a warning of what may happen in 
conventions of canners if the canners are not on their guard. 

Everyone in this industry is being approached and asked 
to fight against the lifting of the consent decree, so active are 
the wholesale grocers in this, but Not all canners are agreeable. 
Here is a letter from a very prominent and well-known broker- 
age house, showing that it is heartily in favor of the return of 
the meat packers to the canned foods distribution business: 

Belair, Md., Oct. 31, 1921. 

Editor, The Canning Trade, 

Baltimore, Md. 

Dear Sir: I want to congratulate you upon the 
position you take in your issue of today on the mat- 
ter of modification of the Consent Decree. Person- 
ally, I think canners who have their own interests 
at heart will do all in their power to have the Decree 
modified, and secure for themselves again the business 
of the big meat packers. 

The Wholesale Grocers have turned loose their 
shock troops, and are trying to browbeat and intimi- 
date the canners into silence, if not actual approval, 
of the Decree as it now stands. 

I know of no producer of canned foods who owes 
anything at all to the Wholesale Grocers’ Association 
for the success of his business, nor is there likely to 
be a time in the future when any such obligation will 
arise. 

The Chain Stores and the Big Meat Packers were 
in the past the most economical distributors of canned 
foods, and will bein the future if opportunity is given. 
What benefits the consumer in the long run is bound 
to be of benefit to the producer. Middlemen’s profits 
should be eliminated as far as possible. 

The best thing about the National Wholesale Grocers’ 

is the vigor and efficiency of its organization and the 

loyalty of its members. Would that the canners of the 

country were equally active in the support of their 
own national organization, and more willing to co- 
operate in their own interests! 
Very respectfully, 
SMITH-WEBSTER COMPANY. 

Just how the fight is being made will be shown by the 
following: 

Sioux City, Iowa, Oct. 27, 1921. 


0.» 


——,, Il. 


Gentlemen: You have no doubt been informed 
that the meat packers have asked the United States 
Attorney General for modification of the consent de- 
cree in regard to selling canned goods, dried fruits, 
etc. 

Are you in favor of allowing the five packers to 
control the sale of canned foods to the same degree 
that they control the sale of canned meats? 

How long do you think they would purchase 
carmed foods from the present legitimate canner? 

How many years would it be before they would 
purchase enough canning factories to can their own 
products? 


We are quite sure you will agree with us that 
in less than twelve months they would own enough 
packing plants of canned vegetables, fruits and fish 
to can all they could possibly sell; and as soon as the 
different canned foods packers were put out of busi- 
ness, you would note the difference in the price of 
canned foods to the consuming public. We must have 
competition in merchandise in order that the con- 
sumer may purchase his goods at the lowest possible 
figures. 


Kindly let me hear from you, giving us your 
views as to whether you think the packers should be 
allowed to sell to grocers as they are selling meats 
at the present time. 

Yours very truly, 
TOLERTON & WARFIELD CO. 


And the canner—a very well-known man of the industry— 
replied as follows, 


October 31, 1921. 
Tolerton & Warfield Co., 
Sioux City, Iowa. 


Gentlemen: Answering your letter of the 27th, 
we are decidedly in favor of the modification of the 
Consent Decree issued against the five packers in re- 
gard to the distribution of canned foods and other 
products. 


Our notion is that products should move from 
producer to consumer with the least resistance pos- 
sible, and it is amazing to us that the decree was ever 
entered. It is class legislation of the rankest kind 
and displays a confession of inability on the part of 
the wholesale grocer to meet competitive methods. 


Just why the wholesaler intruded himself into 
this matter has always been a sourse of wunder to the 
canner, who feels that he is entitled to make his own 
choice in matters concerning the distribution of goods 
of his own production and manufacture. The pre- 
sumption of the wholesaler to interfere in this is arro- 
gant and has done much to create a resentment that 
will not down, 


Supposing five, or any other number of packers 
of peas, corn and tomatoes should combine and estab- 
lish branches for the distribution of their own prod- 
ucts and then should decide that, through the utiliza- 
tion of their then established selling and distribution 
forces, they could add a line of fruits and fish. Would 
the wholesale grocers be brazen enough to contend 
that it was their business to interfere with such a 
project and seek a restraining order? The fact that 
these same packers might have their own cars or even 
their own railroads would seem no reason why they 
should be stopped, but would be an additional reason 
why their purpose should be encouraged because their 
distributing cost would be lessened, and that would 
be public economy. 


Your wholesale grocers admit that the five pack- 
ers involved in the Consent Decree can distribute 
canned foods at a very much less cost than the job- 
bers. Then, that means just as long as that decree 
is operative the public pays a tribute to the wholesale 
grocer. Is there any reason why we, the public, 
should subsidize your business? If your business or 
any other reaches a point where it cannot by its own 
service justify its existence, then it should cease to 
function instead of crying for help from a public al- 
ready overburdened from paying economic losses. 

You ask ‘Show long they (the packers) would 
purchase canned foods from the present legitimate 
canner,’ and ‘“‘how many years it would be before they 
would purchase enough canning factories to can their 
own products?” 

Your concern for the canner will probably bring 
resentment, because it is so apparent that you are 
seeking to justify your own indefensible act in putting 
across the Consent Decree. 

The question of his distribution rests with the 
vanner himself, and when the wholesale grocers in- 
jected themselves into the game it was entirely on 
their own initiative. It should be a matter of no con- 
cern to them what avenue of distribution the canner 
adopts, but if they are interested, they snould make 
their own distributive forces so attractive and com- 
pelling that the canner would profit by using them. 
Any other course is meddlesome and presumptious, 
and in the end invites manufacturers to seek such 
lines of distribuation as will bring them a fair return 
for their product. 

The ideal method, which may be the outcome 
of all this, is the investment by canners and other 
manufacturers of package goods in chain stores, thou- 
sands of them, which stores will handle complete 
lines of package goods of their own manufacture, 
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Wanted and For Sale. 


This is a page that must be read each week to be appreciated. You are unlikely to be interested every week, in 
what is offered here, but it is possible you will be a dozen times in the year. If you fail to see and accept 
your opportunity your time is lost, together with money. Rates upon application. 


For Sale—Machinery 


FOR SALE—Morgan 8-Track Nailing Machine, 
motor driven, on wheels. Motor is 3 H. P. D. C. 115 
volt. Price $700.00, f. o. b. Ft. Wayne, Ind. Chas. N. 
’ Braun, 825 Calhoun St., Ft. Wayne, Ind. 


FOR SALE—In stock for immediate shipment— 
Boilers, Engines, Pumps, Tanks and Stacks; new and re- 
built. Address Louis A. Tarr, Inc., 203 W. Conway St., 
Baltimore, Md. 


FOR SALE—1 Sprague-Lowe Pulper, complete 
with screen, in good operative condition. Address Box 
A-908, care of The Canning Trade. 


FOR SALE—Fancy Tupelo Honey, that does not 
crystalize. Packed in glass and cans. Write for prices 
today. Packed by Chipola Preserve Co., Marianna, F\: 

FOR SALE—200,000 No. 2 Sanitary tins and tops litho- 


graphed Washington coffee, in original cases. H. Greene, 
United Welding, Nott and Vernon Ave., Long Island City, N. Y. 


EMPLOYMENT EXCHANGE. 


WANTED—Traveling salesman to sell canned foods; one 
who has had some experience and can map out territories and 
routes. Give age, salary expected and where last employed in 
first letter. Address Box B-911, care of The Canning Trade. 


WANTED—Manager, for jelly and apple butter department 
of apple product plant. Desire man of general experience and 
ability to handle workmen. Need not possess special skill in pre- 
serving. Position offers wide opvortunity to capable man, Ad- 
dress Box B-909, care of The Canning Trade. 


WANTED—FExperienced Max Ams Closing Machine man, 
all winter’s work. Permanent position if he gives satisfaction. 
One not familiar with Max Ams machine need not apply. State 
experience and salary expected. Immediate employment. Ad- 
dress Box B-912, care of The Canning Trade. 


WANTED—Manufacturing Chemist, with practical experi- 
ence in manufacturing Marmalade Bases, Juices, etc., from cit- 
rus fruits, to take charge of By-Product Department of big, new 
packing house now being erected. Must be capable of purchas- 
ing and installing necessary equipment. Good opening for right 
man. Address Box B-918, care of The Canning Trade. 


For Sale—Factories 


FOR SALE—A fully equipped canning plant in operation for 
all lines fruits and vegetables, 60 horse power boiler, 20 horse 
power engine, railroad siding and two good wells. Inquire A. G. 
Gentz, Lineboro, Md. 


FOR SALE—Fully equipped Canning Plant in the 
South for Oysters and Shrimp. Operating now and 
has been for the past twenty-seven years. Selling on 


account of retiring from business. Write Box 1198, 
Jacksonville, Fla. 


SITUATIONS WANTED. 


. WANTED—Position by manager-processor; expert in can- 
ning, preserving, pickling, making of fruit syrups, pectin, etc. 
Able to build, equip and operate plant. Know all lines of ma- 
chinery. Middle aged, 27 years experience, best of references. 
Address 1004 Grand Central Ave., Tampa, Fla. 


FOR SALE—A New Jersey Cannery—brick store houses, 4 
boilers, 400 h.p. capacity; 1,450 acres of land. Two railroads; 
land adapted to growing Tomatoes, Peas, Beans, Beets, Pickles, 
Peppers, Squash and Pumpkin and Corn. A bargain with a won- 


derful opportunity. For details address Box A-917 care The 
Canning Trade. 


FOR SALE—Principal interest in a good canning 
factory located in best tomato section of Indiana. 
Write Postoffice, Box 24, Greenfield, Ind. 


Wanted—Miscellaneous. 


CAN MACHINERY—Wanted, two McDonald No. 
3-B Double Die Automatic Presses. State prices, age, 
condition and where same can be inspected. Address 
A-906, care of The Canning Trade. 


WANTED—One 15 to 20 H. P. Portable Boiler, 
Locomotive type. Must be in A-1 condition and cheap 


for cash. Address Southern Beverage Corp., Charles- 
ton, S. C. 


HELP WANTED. 


WANTED—Young man with some knowledge or in- 
terested in the canning business who has, or can secure, 
twenty-five to thirty-five thousand dollars to become interested 
and manage under supervision, the canning of a new specialty. 
Success assured. A permanent position as well as good 
returns on investment. Do not reply unless you have the 
capital. Address Box B-913, care of The Canning Trade. 


MANAGER 


Is there a Canning Company, or an organ- 
ization contemplating the establishing of a 
canning factory, that is in need of a real, 
live, energetic Manager; a man who thor- 
oughly understands the business and is an 
experienced executive? If there is, I should 
like to hear from the interested parties. 


Have had twenty years’ business experi- 
ence, fifteen of it in'the management of can- 
ning plants. Can construct and equip plant, 
and am capable of directing all matters, from 
the purchase of seed and other supplies to 


the sale of and collections for the finished 
products. 


No undertaking too large; do not know 
what the word “impossible” means. 


Prefer location where both fruits and veg- 
etables are available, and a plant capable of 
large expansion in output. 


Compensation should be in the form of a 
moderate salary and a share of the net 
profits. 


Reply fully. Address Box B-917, care of 
The Canning Trade. 


; 
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thereby carrying the goods to the consumer by the 

shortest route and giving him these same goods under 

manufacturers’ brands—all of them. It would sound 

the death knell of jobbers’ brands, which are, and 

always will be, a menace to the canning trade. 

Yours very truly. 

It might very readily be asked: If these wholesale grocers 
are the logical and proper distributive channels for canned 
foods, and the only ones, why are they not functioning now? 
In the face of low stocks and the smallest packs of all canned 
foods on record, why is there an almost total absence of buy- 
ing on the part of the wholesalers? Everyone knows that this 
is contrary to all marketing laws, and there must be some 
reason, other than mere excuses. What is it? In other words, 
if the wholesale grocers want to pose as the great distributors 
of canned foods, let their actions speak louder than their words, 

The situation is dangerous, and we warn the canners to be 
on thei& guard that they be not trapped into doing something 
they will regret. They must not endorse this movement of the 
wholesale groceys. On the contrary, they should go on record 
as plainly favoring the return of the meat packers as distrib- 
utors and in favor of lifting the consent decree. 


CALIFORNIA MARKET 


Warm Rains Help Crops—Apple Crop Better Than Expected— 
Figures on Fruit Packs Smaller Than Last Year by 50 
Per Cent—Only Part of the Olive Crop Will Be 
Canned, Balance Made Into Oil—Pineapple 
in Good Position—Pea Crop Troubles 
Have Been Considered. 

San Francisco, November 4, 1921. 


Rains Help Crops—Rain hag fallen during the past week 
in most sections of the State, but so far no material damage 
has been reported to any of the late crops, such as tomatoes, 
rice and beans. Warm weather has followed the storm, and it 
is possible that tomatoes may have been benefited by the down- 
pour, rather than otherwise. October has done ite best to pleace 
everyone, there having been stretches of very warm weather, 
cold snaps and rain, but crops are largely harvested and but 
little damage has been done through any of these extremes. 


Apples—The California apple crop is a little larger than 
was originally expected, and is also proving of good quality. 
The packing of this fruit is now under way by the few can- 
neries that handle apples, and a good demand is reported for 
the output. Late pears are being harvested, but, as a rule, 
these are not handled by canneries 


Fruit Packs Smaller—The Southern California Canners’ 
Bureau has practically completed the compilation of pack sta- 
tistics on deciduous fruits, and will issue these at an early date. 
The pack of apricots in the southern part of the State this year 
amounted to 350,134 cases, as compared with an output of 
655,736 cases last year, and it is anticipated that the pack of 
peaches will be even smaller in proportion. 


Olives—The picking of olives in Northern California is 
now in full swing, and the crop promises to be heavier than 
early estimates indicate, owing to the fact that the fruit has 
matured in splendid shape and is running to good sizes. Open- 
ing prices on canned ripe olives have attracted considerable 
attention to this line, and orders are commencing to come in: 
but no hope is expressed that the crop can be marketed in this 
form. Such of the crop as can be readily sold in cans or in 
the form of salt-cured olives will be put up, and the balance 
will be made into oil. The demand for the latter is sluggish, 
however, owing to the great quantities that have been im- 
ported into this country of late, and prices promise to be very 
low. Several canning concerns own their olive orchards and 
are not buying this year, and independent growers have been 
compelled to pool their interests and dispose of their crops 
in the best manner possible. The California Olive Associatign 
is preparing to launch an advertising campaign authorized last 
year, but the funds available are not as large as originally 
planned, since the size of the fund is dependent upon the num- 
ber of cases packed and the output last season was light. 


Pineapples—Gustav Epstein, of the firm of Barth & Co., 
San Francisco, returned recently from a trip to the Hawaiian 


_ the pineapple plantations and canneries. 
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Islands, made’ primarily to investigate conditions in the sugar 
industry, but he found time while there to inspect many of 
“The pineapple busi- 
ness is now the real bright spot in the Islands,” he said. ‘‘An- 
other very successful season is nearing an end. The 1921 pack 
is practically disposed of; in fact, the sliced goods are entirely 
sold; but there is a small amount of the other grades left. 
Incidentally, the 1922 crop of this fruit promises well, The 
pineapple industry has been practically free of labor troubles.” 
Mr. Epstein describes the labor situation in the Islands ag being 
acute, there being a very heavy shortage of workers in the 
sugar cane fields. Unless this is remedied through some action 
of Congress which will enable the importation of alien labor, 
the cane acreage will be reduced in 1922. 

Peas—A meeting of Alameda County pea growers was held 
late in October at Hayward, Cal., and the causes of last season’s 
crop failure were discussed at considerable length. Experts 
from the University of California addressed the gathering, 
which wag a large one. The pack of peas in this State was the 
smallest in many years, many fields not being harvested be- 
cause of the inroads of the aphis. 

Crabs—Crab is one variety of seafood which ig not in 
heavy supply, and San Francisco importers declare-that higher 
prices are in prospect for the Japanese product, particularly 
for the best wood-lined pack. Stocks are rather light here, 
and there are no indications that shipments will be any heavier 
than at present for several months. 

Coast Notes—H. C. J. Neltner, consul general of France, 
with offices in San Francisco, predicts that the new steamship 
connection being made between the Pacific Coast and France 
will result in much more business being done, particularly 
when exchange rates stiffen. The French people are taking 
more and more to California-canned products, he said, and 
there is even now a good demand for canned salmon. Here- 
tofore the Canadians have received the bulk of the canned 
salmon business from France, owing to treaty arrangements 
whereby canned foods receive the benefit of the French mini- 
mum tariff, but with the shortness of the Canadian pack this 
year, buyers will be compelled to come into the market. 


Drastic changes in the fishery laws of Mexico have been 
made, and are now effective, and these are expected to result 
in a great reduction in the receipts of fish at San Diego, Cal., 
particularly of canning varieties. The new laws forbid purse 
seining off the Lower California coast in the interests of con- 
servation, and all boats with purse seines caught within the 
three-mile limit will be confiscated. 


The dicision of the State Board of Harbor Commissioners 
to hasten the construction of giant terminals and warehouses 
at China Basin, San Francisco, has brought a hearty word of 
commendation from Frank B. Peterson, president of the Red 
Salmon Canning Company. Mr. Peterson stated in his com- 
munication to the Harbor Commission that the salmon-packing 
trade, as well as other packing interests. was delighted to 
learn that this port would soon have warehouses where mer- 
chandise could be received and shipped both by rail and water, 
saving drayage charges. Lack of this convenience, he said, had 
driven a number of salmon packers to other ports. 

The California Packing Corporation has commenced the 
construction of a-new cannery. at Sacramento, Cal., to replace 
the plant destroyed by fire some time ago. The new structure, 
which will be of steel and concrete, will represent, with equip- 
ment, an investment of $800,000, and will cover a ground area 
of 170 by 340 feet. This will represent the operating portion 
of the cannery, and in addition there will be a warehouse 150 
by 340 feet. The capacity of the new plant will be about 
750,000 cases a year. 

Worth O. Aiken, manager of the Pauwela Pineapple Co., 
of Haiku, Island of Maui, T. H., arrived at San Francisco re- 
cently to attend the annual meeting of this concern, and will 
remain in ‘California for several weeks. 

The Northern California Orange and Olive Exposition will 
be held at Oroville, November 22 to 26. This exposition will 
not only serve to attract attention to the fact that oranges and 
olives are grown in great quantities far north of San Fran- 
cisco, but that these ripen months earlier than in Southern 
California. 

The Virden Packing Company has taken over the packing 
house of the Associated Olive Growers, Inc., at Oroville, Cal., 
and will process olives there, shipping them to the San Fran- 
cisco Bay plant to be canned. “BERKELEY.” 
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POSITIONS WANTED 


WANTED—Position as superintendent or foreman, by a 
middle age man, married. Years of experience in canning and 
capable of installing, operating and repairing any kind of ma- 
chinery that would be found in or around a canning factory. Can 
give good recommendations. Address Box B-905, care of The 
Canning Trade. 


WANTED—Position as Superintendent-Processor by expert 
in packing all fruits and vegetables, ribbon cane syrup, goods in 
glass, etc. Thoroughly familiar with all machinery. Reliable 
and dependent and can furnish best of references. Address Box 
B-914, care The Canning Trade. 


WANTED—Food manufacturing expert ot 20 years’ experi- 
ence open for position. Quality packer of fruits, vegetables, 
jams, jellies, condiments and vinegars; also organizing, growing 
and selling experience. Technical training. Al references, Ad- 
dress Box B-915 care The Canning Trade. : 


WANTED—Position as Manager of a canning plant. Ex- 
perienced French cannery manager, 45 years old, living in Cali- 
fornia, with thorough knowledge of fruit, jellies, vegetable, fish 
_and fancy canning, is desirous of making arrangements to take 
charge of a cannery in the U. S. A. or South America. Besides 
French, speaks English, Spanish and Portuguese. Address Box 
B-916 care the Canning Trade. 


WANTED—Open for proposition as superintendent of some 
good, reliable canning company that appreciates a canner not 
only of one line but of all fruits and vegetables packed in tin 
cans, bar none. Have had 80 years’ experience in the canning of 
all different kinds of fruits and vegetables. Also experience in 
selling. Can furnish best of references from past employers. 
Address Box B-907, care of The Canning Trade. 


WANTED—Have had a wide merchandising experience, 
annual sales over $300,000 on fruit products packed under my 
supervision. Understand packing of high-grade fruit products 
of every description, together with factory management and cost 
accounting. Desire connection with high-grade packer, or can 
bring this business to new organization. Credentials, testi mo- 
nials and full particulars is interested in this kind of a personal 
asset. Address Box B-918, care of The Canning Trade. 
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DUPONT TAKES OVER HARDING TOMATO- 
PEELING MACHINE 


Hiram Harding came to Baltimore from Virginia a little 
more than a year ago with a new idea in tomato-peeling ma- 
chines, and he lost no time in having his machine built. And 
then he called canners and experienced men of this industry 
to see it at work peeling, or skinning, and coring tomatoes. 
They saw a long carrier belt, on which the tomatoes were 
placed, move them under a large wooden roller or drum, and 
then saw the discarded skins and cores pass out at the end 
into the waste. The tomato meat had dropped through the 
wire carrier belt into a tank provided for that purpose. The 
tomatoes were not whole, but they were free of skin and 
needed no further trimming or handling. 


Since then Mr. Harding has put many improvements upon 
his machine, and his statement just made contains an inter- 
esting piece of news. The statement reads: 


Invented and perfected by Hiram R. Harding, 2832 Riggs 
avenue, Baltimore, Md.; machine being mechanical through- 
out, thereby insuring sanitation and overcoming the greatest 
evil existing with hand-peeled tomatoes. By its simple oper- 
ation this machine peels, cores and takes out all green parts 
of the tomato without the aid of acid or other harmful chem- 
icals. As the tomato comes to the cannery in the baskets or 
boxes, it is placed directly on a jointless, woven-wire conveyor, 
conveyed in a continuous operation to the scalder, where they 
are first washed, then thoroughly sterilized and rewashed and 
directed to the peeling machine to be peeled, cored, and green 
taken away, and there to be filled in cans. After the tomatoes 
are placed on the jointless, woven-wire conveyor from the 
baskets or boxes, they are ‘‘not touched by hand in process of 
peeling or canning.” 

“The machine was successfully operated in the DuPont 
canneries this past season at Dover, Delaware, and fulfilled 
every claim of its inventor, it being one of the greatest labor, 
time and material saving devices known, besides realizing the 
dream of dreams, the purity of the canned product. 

“The Harding Peeling Machine Co. and Mr. Harding, who 
were formerly located at 37 S. Liberty street, Baltimore, have 
been taken over by the DuPont interests of Wilmington, Dela- 
ware, with headquarters in the Delaware Trust Building. 

(Signed) THE HARDING PEELING MACHINE CO., 

Wilmington, Delaware. 


All that a good tester 


Should be! 


This machine tests cans for leaks in water un 
der air-pressure, at the rate of 150 per minute. 

The back-plates have accurate screw-adjust- 
ments, allowing the correction of rubber-leaks 
under water. 
The cans enter one side and are discharged 
at the other, making a continuous run in the 
direction of the “Automatic Line.” The leaking 
cans are automatically discharged into a separ- 
ate chute, apart from the good cans. 

This machine pumps it’s own air, is under the 
iastant control of the attendant and may te 
easily changed for a can of different size. 


Cameron Can Machinery Co. 
240 N. Ashland Avenue 
CHICAGO 
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CHICAGO MARKET 


Western Conventions in the Air—No Speculative Spirit in the 
Market—Wholesalers Say Market Is Buying Its Require- 
ments—Economy Evident Everywhere—Some Rea- 
sons for Slow Trade—Pumpkin Selling Well 
—Corn Lagging—Some Peas Offered. 

Chicago, November 4, 1921. 

It is thought that the Wisconsin Canners’ Convention, 
preceded by the Iowa Canning Association Convention and In- 
diana Convention, followed closely by the Western Canners’ 
Association Convention, may have an effect on the prices 
of canned corn, peas and tomatoes. This will hardly be 
the case unless the statistics of the tomato pack for 1921 are 
announced in the next few days, and even then it will be found 
that all the statistical information has been discounted to an 
important extent. 

No matter what statistics show, however, there is no spec- 
ulative prospect in the market. Wholesale grocers claim that 
they are now selling all the canned foods that the consuming 
trade will take, and that there is no use forcing a market which 
is buying its requirements. They hold out no hope for much 
increase in distribution until consumers are more generally 
taught the merit, wholesomeness and economy of canned foods, 
as well as their convenience. 

Wholesale grocers are nearly all heartily in favor of 
Canned Foods Week, or any movement that will increase the 
consumption of canned foods, and are ready to help in its pro- 
motion, but they claim that the spirit of economy is abroad in 
the land and that people are buying as consumers just as retail 
grocers are buying and just as wholesale grocers are buying or 
for immediate requirements. 

They give as reasons for this policy the following: 

First—Lack of employment. Many people being without 
work, especially in manufacturing work, and those being the 
people who buy canned foods most freely and regularly 

Second—tThe steady recession of prices for nearly a year 
past in canned foods, during which period retailers have slowly 
reduced prices. Consumers watch receding prices and do not 
stock up on a falling market, just as do dealers. 

Third—tThe increase of rents, which have been general 
all over the country. Three-room apartments in Chicago, which 
five years ago could be leased for $40 monthly, now quickly 
rent for $85 and $90 monthly, and eight-room houses in the 
suburbs, which five years ago rented for $45, now quickly rent 
for $90 and $100 per month. 

Fourth—Increase of rentals for business offices, stores and 
factories generally. Brokers’ offices, which formerly in Chicago 
rented for $50 and $55 monthly, now bring $3.00 per square 
foot, or about $125 per month for a 20x25-foot office. 

Firth—-Salaries have not increased and wages are being 
cut, and the rates of living all along the line have increased 
and economy has been forced. 

It might be said, of course, that the using of canned foods 
is along the line of economy, and that people should economize 
by buying them, but only a few people know that, and the con- 
suming public largely regard canned foods as a luxury that can 
be dispensed with when times are hard, 

I am for Canned Foods Week strong and enthusiastically, 
but I go farther, as I think there ought to be a permanent 
promotion bureaus in connection with The National Canners’ 
Association, working every business day in the year in the gen- 
eral promotion of the sale of canned foods. I know that the 
money is lacking, but it can be had. I think such a bureau 
could be conducted at an expense not to exceed twenty thou- 
sand dollars per annum. 

Canned pumpkin is selling well. It always does at this 
time of the year. Indiana seems to be supplying Chicago with 
exception of a few buyers who buy from Tennessee and 
Louisiana. Cannery prices are 65c for No. 2, 95c for No. 3 and 
$2.65 for No. 10, buyers’ or packers’ labels, dry quality. 

Canned corn is lagging behind in the race on sales, and 
re and sellers are apart as to their valuation. No move- 
ment. 

Canned Peas—A number of factory lots of unsold assort- 
ments are being offered on the market, but principally by can- 
ners who have no winter storage and who don’t want any. 

Canned Tomatoes—The market is exceedingly quiet, with 
no demand and but little movement. Everybody is making esti- 
mates as to the 1921 output, and nearly everyone will make a 
wrong estimate. “WRANGLER.” 
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Can Prices 


Continental Can Company, Inc. 
will quote prices on Cans upon 
application. 
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Fidelity Can Company 
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Baltimore, Md. 


Prices Quoted on Request 


The Chisholm-Scott Company 
VINER FEEDER 


(WHITE STYLE) 


THE FAST COMING FEEDER 


Just attach it and keep it oiled 
---it stays on the job. 


403 installed in 1920 and 1921 
It saves your workman’s 
time and expensive shut- 
downs---which means 
your money. 


WRITE 


71 E. State St. Columbus, Ohio 
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CANNED FOOD PRICES 


Prices given represent the /owest figure generally quoted for lots of wholesale size, usual terms f. o. b. 
Baltimore (unless otherwise noted) and subject to the customary discount for cash. ****Many 
canners get higher prices for their goods; some few may take less for a personal reason, but these 
prices represent the general market at this date. 
Baltimore figures corrected by these Brokers: ({)Thos. J. Meehan & Co. (t)Jos. Zoller & Co.,Ine. (§)Wm. C. West & Co. 
(*)H. H. Taylor & Son. New York prices corrected by our special Correspondent. 
CANNED CANNED VEGETABLE PRICES—Continued. 


CANNED FRUIT PRICES—Continued. 


ASPARAGUS*—(California) Balt. N.Y. fell, 

No. 2% White Mammoth.. pot 00 310 SUCCOTASH!—No. 2, Green Beans......200 115 PEARSt—No. 3, Standards in Water.....175 1 80 

“With Dry Beant 125 175 255 

SWEET POTATOESt-No. 2, Standard Out 105 ws 

. Green, . 350 2 90 “ “ rt 24, Hawaii Sliced Extra 3 25 2 50 
10, 8td.f.o.b.Co.4 00 5 50 ts 

to Small. ..... TOMATOESt-No. 10, Fancy, f.0.b. Bal. Ou Out 

Green 4 25 “ “ 2, Extra 2 75 240 
White & 3 30 Jersey, Fac’y ...... Out 

ps te Sq... “ Stand., ** Balto 4 50 475 Stand 2 50 275 


Stand. “ Co... 42 5 50 Grated Extra 275 3 00 


3 15 10, Stand. 2 00 

BAKED BEANBt-No. 1, 900 “Ex. 8td., Balto, 150 Ou 

Out Stand. “ 140 Eastern Pie Out... 

“ Stand., 93 1 co No. 2, 


“ 9 White Wax Standard 100 Out TOMATO PULPI-No. Standard 27 42 “ Mock 
q u APPLES—No. 10, Me. 5 85 
—No. 8, Small, Whole............ 6125 = ut 
APPLES} No. ua. Co... Out Out “4, Extra Preserved... 130 Out 
.0.b, Balto... 525 Out 1, Preserved............... 125 Out 
CORNS—No. 2, Std. f.0.b. Balto 1 00 83 BLACKBERRIES§—No, 2, Standard...125 250 CANNED FISH 
“ gtd. Evgr.,f.o.b.Co.. 9 12% 10, 9 50 HE G ROE*—N 
Std.Shoepegf.o.b.Balto. 100 —...... Preserved..150 Out % Ib 6 65 
Ex.8td.Bhoepegf.o.b.Co.1 10 Out Syrup....125 2 75 “Flat 
Fey Shoepeg f.o.b.co. 125 1 35 BLUEBERRIES—No. 
“Std. Maine Style Balto ‘100 1 00 OYSTERS§— 5-02. Standards 1 45 
Std.MaineStylef.o.b.Co. 90 1 90 CHERRIES$—No. 2, Seconds, Red....... 150 ...... fon, 1 40 
“ Ex. Std. Maine Style.....105 25 2 90 
“ Ext. Std.Stylef.o.b.Bal.115 Out * Red “ 2 80 
“ Extra f.o.b. County......115 Out White Out 
‘Extra Std. Western........ ..... Out SALMON Alaska, Tall 2 60 
HOMINY—No. - Red 10,Sour pitted “4 Flat 
MIxED No. 21 Kinds... 1 A, Pink, Tall... 10 117% 
OKRA AND} No. 2, 2%, Ex.8td."..290 ..... Columbia, Tall. 
u 
PEACHESt—No. 1, Ex. Sliced Yellow 160 190 
PEASt sieve f o b factory : “ 9 Standard White... Out Out %, 


z 2 
Seconds, White ..... Out Out OF 


Ye-iow.... ...... 1 90 SARI per case 
No. 3, Standa:ds, White. 200 1°85 F. O. B. Eastport, Me., 1920 pack 
No.1, EJ Stds. No.4Sieve 00 Yellow225 . % ol: keyless 265 275 
Sifted 3 90 1 20 Ex. White. 2 "5 key 3 oe 
“Fancy Petit Pois......... 120 2% Selected, Yellow....350 2980 mus‘ard keyless........ ...... 3 00 
PUMPEINI—No 3 Standard... 125 135 " “  Seeonds, White.....175 200 - na 
4 00 Yellow...200 260 13 50 
sAUERKRAUT—No. 2, Standard....... 110 Out 
1 35 No. 10, Unpeeled........ 400 5670 450 
10, 4 00 Peeled............ 800 8 00 7 50 
SPINACH!—No. 2, Standard................. 1 40 ‘2 PEARSt—No. 2, Seconds im 
pa 6% 600 Standards 10 00 
“2%, Cal. f.0.b’coast in Syrup......150 166 5 00 
10 ave. “ Seconds in Water....... 
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MONEY WASTED 


hurts advertising, yet it is no ones fault 
but the advertiser's. 


Why doesn't he spend his money for 
advertising like he does for everything 
else-carefully, wisely, to get the surest and 
best returns? 

Instead he throws it around, here and 
there, in all manner of visionary schemes, 
and then when he checks up returns, and is 
disappointed, he blames advertising. 

Then he proceeds to cut off his own nose 
to spite his face—becomes a clam on adver- 
tising, and turns everything down. Wrong 
again, 


THE CANNING TRADE. 


IN ADVERTISING-- 


All he need do to make his money spent 
in advertising pay greater dividends than 
any he has invested otherwise—get that— 
the greatest revenue producer in his busi- 
ness, or any business—is to use Ccom- 
mon Sense in buying advertising. 


Look at what youre buying! Con- 


sider how the ad you are paying for will 
work—will it reach the men you want: 
regularly and continuously because of the 
need or requirement of the medium carry- 
ing it? Or isit a one time, “used once 
- and thrown aside’ proposition—a hit or 
miss chance ? 
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Just consider 


THE 1922 ALMANAC 
Of The Canning Industry 


A leading officer in one of our leading Associations has called it the “Indispensible Book.” 
There is nothing like it, It is the industry's Year Book as you know. This Almanac 
contains the records of all packs, prices, rules and regulations, standards and grades, label 
weights, acreage and production statistics, and all that immense mass of data not published, in 
the one compilation, anywhere else. 
Published once a year—early in January. Used every day of the year by canners, 
brokers and by all odds the most extensively used book by wholesale grocers. 


Here's a medium that is a wecessity, That's the place to advertise. 
We are now at work on the 1922 Almanac, Every progressive canner, as every live 


- broker and all leading supply men, should have a good ad, in this Almanac. 


THE CANNING TRADE 


Rates on Application. Publisher. 
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Good Books for your Office: 


1—A Complete Course in Canning—$5.00 
2—How to Buy and Sell Canned Foods—$2.15 
3—A History of the Canning Industry—$1.00 
4—The Canning Trade Almanac—$1.00 

5—‘‘The Canning Trade’’—every Monday. 


ALL PUBLISHED BY 
THE CANNING TRADE, Baltimore, Md. 


The Journal of the Canning Industry. 
PUBLISHERS OF THE INDUSTRY’S LITERATURE 


DREYER CO., Inc. 


MANUPACTURERS 


BOXES and BOX SHOOKS for the CANNER 


ALICBRANNA AND SPRING STREETS, BALTIMORE 


‘-SLAYSMAN & COMPANY 


Automatic Can Making Machinery 
BALTIMORE, MD. 


WRITE FOR 


BIG REDUCTION 


IN PRICES OF 


Pulp Machines and Pulp Finishing Machines 


The Sinclair-Scott Company 
Wells and Patapsco Streets BALTIMORE, MARYLAND 


a 
4 


RETORTS 
Our Own 


Manufacture 


All sizes in 

Stock for 

Immediate 
Shipment. 
ROBINS BECKETT CAN CLEANER 


Made in two styles. Illustration shows double 
machine for tops, bottoms and bodies. Single 
machine cleans tops and bottoms only. 


A. K. ROBINS & CO. 


(BOB SINDALL) 
BALTIMORE, 


PROTECT YOUR STOCKS 


with adequate Fire Insurance 
coverage, at all times. You 
can less afford to remain un- 
protected this year than ever 
before, particularly when 
through 


CANNERS EXCHANGE SUBSCRIBERS 


AT 


WARNER INTER-INSURANDE BUREAU 


you can make a seving in in- 
surance cost averaging $6.40 
per thousand of Insurance 
carried annually. 


Mail your instructions to 


LANSING B. WARNER, Inc. 


104 So. Michigan Avenue 
CHIGAGO, ILLINOIS 


Officially endorsed by National Canners Association. 
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SMILE AWHILE 


TRY THIS TO TEST YOUR SOBRIETY 
“*Sneagle.”’ 
“Snotneagle, snowl.” 
“Sneither, snostrich.’’—Lehigh Burr. 


A SCURVY TRICK 
The white-lipped salesman came back to his department 
from a visit to the head office. 
“Did you know,” he quiveringly asked a fellow-clerk, “that 
the boss and his wife had a row yesterday?” 
“Sure,’’ said the other. 
“And yet you let me go right in there this morning to ask 
for a raise.”’ 
DEATH RATTLES 
They say jazz is dead. We thought it was dying from the 
weird noise it made.—Boston Transcript. 
NO MIXED TRICKS 
“Would you marry a widower, Maude?” 
“No. I prefer to tame my husband myself.”—Judge. 
WHAT GAVE THEM VALUE 
“‘Why does the boss always keep his desk locked?” 
“Important papers.” 
“He never locked up his papers before prohibition came 
in.”—Detroit Free Press. 
JUST BEFORE THE EXPLOSION 
Voice at the Other End—‘Is that you, darling?” 
Gouty Pater—‘Er—yes.” 
Voice—‘‘Oh, good! How’s the old boy’s gout, my pet? 
I mean to say, if he still has it, I’ll come round tonight, but if 
he hasn’t, we’ll go out to some show!’’—The Passing Show 


(London). 
THE NEXT BEST THING 
‘Willie, where did you get that black eye?”’ 
“Johnny Smith hit me.” 
“IT hope you remember what your Sunday school teacher 
said about heaping coals on the head of your enemies.”’ 
‘“‘Well, ma, I didn’t have any coal, so I just stuck his head 
in the ash-barrel.’’—Boston Transcript. 
MAKING HIM CAREFUL 
Lawyer—‘‘And what was the defendant doing meanwhile?” 
Witness—‘‘He was telling me a funny story.”’ 
Lawyer—‘‘Remember, sir, that you are under oath.” 
Witness—‘‘Well, anyway, he was telling me a story.’’— 


Pearson’s Weekly. 
ALL WRONG 

Accused Officer—‘‘I admit dat I wuz drunk and insulting 
people; but I wuz off duty and in citizen’s clothes, sir!” 

Police Commissioner—‘‘That is just the point, sir. When 
you are off duty and in citizen’s clothes you have no more right 
getting drunk and insulting people than anybody else, sir.’’—- 
New York Globe. 

SING A SONG OF RENT BILLS 
The rose is red, the violet’s blue, and so is a man when his 
rent falls due.—Western Christian Advocate. 
NOT GOING UP 
Stage Manager—‘‘All ready; run up the curtain.” 
Stage Hand—‘“Say, what do you think I am, a squirrel?” 


—Froth. 
JUST SO 

Carry—“Why did kings tap men on their heads when they 
knighted them?”’ 

Tarry—‘Perhaps the stars made the knights more real- 
istic.’”—The Widow. 

JUDGING BY HIS HABITS 

Visitor—‘‘Does Mr. Crawford, a student, live here?” 

Landlady—‘‘Well, Mr. Crawford lives here, but I thought 
he was a night watchman.’’—The Goblin. 

RELIEVING HER ANXIETY 

Old Lady—‘‘Oh, conductor, please stop the train. I dropt 
my wig out the window.” 

Conductor—‘Never mind, madam, there is a switch just 
this side of the next station.’-—Octopus. 

NO CHANCE. 

“Judge,,”’ cried the prisoner in the dock, “have I got to be 
tried by a woman jury?” 

“Be quiet,” whispered his counsel. 

“TI won’t be quiet! Judge, I can’t even fool my own wife, 
let alone twelve strange women. I’m quilty.—Houston Post. 


THE CANNING TRADE. 
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WHERE TO BUY 


———<the Machinery and Supplies you need and the Leading Houses that supply them. 


Apple Paring Machines. See Paring Machines. 
Automatic Canmaking Machinery. See Can- 
makers’ Machinery. 


BASKETS (wire), scalding, picking, etc. 
A. K. Robins & Co., Baltimore. 


BELTS, carrier, rubber, wire, etc. 
La Porte Mat & Mfg. Co., La Porte, Ind. 
Bean Cleaners. See Cleaning & Grading Mchy. 
Beans, Dried. See Pea and Bean Seed. 
Belting. See Power Plant Equipment. 
Berry Boxes. See Baskets, wood. 


BLANCHERS, vegetable and — 


Ayars Machine Co., Salem, N. 

Huntley Manfg. Co., Silver 
A. K. Robins & Co., Baltimore. 
Blowers, pressure. ‘See Pumps. 


BOILER COMPOUNDS. 


Jos. Dixon Crucible Co., Jersey City, ae J. 
Grasselli Chemical Co., ‘Cleveland, 


BOILERS AND ENGINES, steam. 


W. Caldwell & Sons Co., Chicago. 
Renneburg & Sons Co., 
A. K. Robins & Co., Baltimor 
Bottle Capping Machines. oy Bottlers’ Mchy. 
Bottle Caps. See Caps. 
Bottle Cases, wood. See Boxes, Crates, Shooks. 
Bottle Corking Machines. See Bottlers’ Mchy. 
Bottle Fillers. See Bottlers’ Mchy. 


BOTTLERS’ MACHINERY. 
Ayars Machine Co., Salem, N. J. 


BOTTLERS’ SUPPLIES. 
Bottle Screw Caps. See Caps. 
Box Nailing Machines. 


BOXES, CRATES and Shooks, weod. 
Baltimore Box & Shook Co., Baltimore. 
Box Co., Baltimore. 
Dreyer & Co., Baltimore. 
a Box Co., Louisville, Ky. 
Boxes, corrugated paper. See Corrugated 
Paper Products. 
Boxing Machines, can. See Labeling Machines, 
can. 


Cc. Jones & Co., Chicago. 

J. Zoller Co., Md. 

Buckets and Pails, fiber. See Fiber Containers. 

Buckets and Pails, metal. See Enameled 
Buckets. 

Buckets, wood. See Cannery Supplies. 


BURNERS, oil gas, gasoline, etc. 
A. K. Robins & Co., Baltimore. 


BY-PRODUCTS, machinery. 
Edw. Renneburg & Sons Co., Baltimore. 
Burning Brands. See Stencils. 
Cabbage Machinery. See Kraut Machinery. 
Can Conveyors. See Conveyors and Carriers. 


CAN COUNTERS. 
Ams Machine Co., Max, New York City. 
Ayars Machine Co., Salem J. 
Can Fillers. See Filling "Machines. 


CANMAKERS’ MACHINERY. 


Ams Machine Co., Max, City. 

E. W. Bliss Co., Brooklyn 

Cameron Can Mch y. Co., ye ae 

John R. Mitchell Co., Baltimore. 

Slaysman & Co., Baltimore. 

Stevenson & Co., Baltimore. 

Can Markers. See Stampers and Markers. 
Can Lacquers. See Lacquer Manufacturers. 


CANNERY SUPPLIES. 
Ayars Machine Co., Salem, N. J. 
A: K. Robins & Co., Baltimore. 
Sinclair-Scott Co., Baltimore. 
Zastrow Machine Co., Baltimore 
Canning Experts. See Consulting Experts. 
eners. 
Can yoo See Stam Ts and Markers. 
Can Testers. See Canmakers’ Machinery. 


CAN-WASHING MACHINES. 
Capping Machines, bottle. See Bottlers’ Mchy. 


Consult the advertisements for details. 


CANS, tin, all kinds. 


American Can Co., New York. 
Atlantic co Co., Baltimore. 

W. W. Boyer & *Co., Baltimore. 
Cauthnental Can Co., Syracuse, N. Y. 
Fidelity Can Co., Baltimore. 

Heekin Can Co., Cincinnati, oO. 
Phelps Can Co., Baltimore. 
Southern Can Co., Baltimore. 


Cans, fiber. See Fiber Containers. 


CAPPING MACHINES, soldering. 


Machine Co., Salem, J. 
K. Robins & Co., Baltimore. 


colderless. See Closing 
Machine 


Capping Steels, soldering. See Cannery Supls. 


CARRIERS and Conveyors, gravity. 


Cartons. See Corrugated Paper Products. 

Catsup Machinery. For the preparatory work. 
See Pulp Mchy.; for bottling, see Bottlers’ 
Mehy. 

Chain Belt Conveyors. See Conveyors. 


Chain for elevating, conveying. See Convey- 
ors. 


Checks, employees’ time. See Stencils. 
Choppers, food, fruit, mincemeat, etc. 
Chutes, Gravity Spiral. See Carriers. 
Cider and Vinegar Makers’ Supplies. 


CLEANER AND CLEANSER (Wyandotte). 
J. B. Ford Co., Wyandotte, Mich. 
CLEANING AND GRADING MACHINERY, 
fruit. 
Huntley Mfg. Co., Silver Creek, N. Y. 


seed, 

Huntley’ atte. Silver Creek, N. Y. 
K. Robins & Co., Baltimore 

Sinclair. Scott Co., Baltimore. 


Cleaning and Washing Machines, bottle. See 
Bottlers’ Machinery. 


Cleaning Machines, can. 
Clocks, process time. 


See Washers. 
See Controllers. 


CLOSING MACHINES, open top cans. 


Co., Max, New York City. 
W. Bliss Co., Brookl ya,-N. Y. 

‘ron Can Mchy Co., “Chicane, Til. 

Coated Nails. See Nails. 

Coils, copper. See Copper Coils. 

Condensed Milk Canning Machinery. See 
Milk Condensing Mchy. 


COLORS, Certified for foods. 
National Aniline & Chemical Co., New York. 


CONVEYORS & CARRIERS, canners. 
H. W. Caldwell *! 9 Co., Chicago. 
La Porte Mat & M is. om La Porte, Ind 
Link-Belt Co., Chica 
A. K. Robins & Co., _— 


COOKERS, continuous agitating. 


Anderson-Barngrover Mfg. Co., San Jose, Cal. 
Ayars Machine Co., Salem, N. J. 


Cookers’ retors. See Kettles, process 
Cookers and Fillers, corn. See Corn Cooker- 


ers. 
Coolers, vegetable and fruit canners. 


COPPER COILS for tanks, 

F. H. Langsenkamp, Indianapolis. 

Copper Jacketed Kettles. See Kettles, copper. 
CORN COOKER-FILLERS. 

are Machine Co., Salem, N. J. 

A. K. Robins & Co., Baltimore. 
CORN CUTTERS. 

A. R. Robins & Co., Baltimore. 


CORN SHAKERS (in the can). 
Ayars Machine Co., Salem, N. J. 


CORN HUSKERS and SILKEBS. 
Huntley Mfg. Co., Silver Creek, N. Y. 
Morral Bros., Morral, Ohio. 

Cn Mixers and Agitators. See Corn Cooker. 
llers, 


CORRUGATED PAPER PRODUCTS. 
(Boxes, Bottle Wrappers, etc.) 
Stecher Litho. Co., Rochester, N. Y. 
U. 8S. Ptg. & Litho. Co., Norwood, Ohio. 
Counters. See Can Counters. 


Countershafts. See Speed Regulating Devices. 


CRANES and carrying machines. 


A. K. Robins & Co., Baltimore. 
Sinclair-Scott Co., Baltimore. 
Zastrow Machine Co., Baltimore. 


CRATES, Iron Process. 


Edw. Renneburg & Sons Co., Baltim 
A. K. Robins & Co., Baltimore. aa 
Zastrow Machine Co., Baltimore. 


Cutters, corn. See Corn Cutters. 

Cutters, kraut. See Kraut Machinery. 
Cutters, string bean. See String Bean Mchy 
Dating Machines. See Stampers and Markers. 


DECORATED TIN (for Cans, Caps, etc.). 
American Can Co., New York. 
Southern Can Co., Baltimore. 
Dies, can. See Canmakers’ Mchy. 
DISTRIBUTING SYSTEMS, corn. 
H. W. Caldwell & Son Co., Chicago. 
Double-Seaming Machines. See Closing Mchs. 


DRYERS, drying machinery. 
Edw. Renneburg & Sons Co., Baltimore. 


ELEVATORS, Warehouse. 
Employees’ Time Checks. See Stencils. 


ENAMELED BUCKETS, PAILS, etc. 
A. K. Robins & Co., Baltimore. 
Engines, Steam. See Boilers and Engines 


-lined kettles. See Tanke glasa 
ine 


EVAPORATING MACHINERY. 
Edw. Renneburg & Sons Co., Baltimore. 


EXHAUST BOXES. 
Ayars Machine Co., Salem, N. J. 
A. K. Robins & he Baltimore. 
Factory Stools. See Stools. 
Factory Supplies. See Cannery Supplies. 
Farming Machinery. 
Fertilizers. 


FIBRE CONTAINERS for foed (not her 
metically sealed). 
American Can Co., New York. 
Continental Can Co., Ine., Syracuse, Chicago. 


FIBRE PRODUCTS, boxes, boxbeard, etc. 
Cookers. See Corn Oooker- 


iller: 
Filling a bottles. See Bottlers’ Mchy. 


FILLING MACHINES, can. 
Anderson-Barngrover Mfg. Co., J 
Ayars Machine Ce. Sal 
Huntley Mfg. Co., Silver Creek, Ty, J. 
A. K. Robins & Co., Baltimore. 
Sinuclair-Scott Co., Baltimore 
— Machine, syrup. Bee Syruping Ma- 
chines. 


FINISHING MACHINES, catsup, etc. 


Indianapolis. 
Rob Co., Baltimore. 
Co., Baltimore. 


FLUX, soldering. 


Grasselli Chemical Co., Cleveland, Ohio. 
Food Choppers. See Chop — 


Friction Top Cans. See s, tin. 
Fruit Graders. See Cieaning and Grading 
Mehy., fruit. 


Fruit Parers. See Paring Machines. 


FRUIT PITTERS and seeders. 


Huntley Mfg. Co., Silver Creek, 
‘Fr Ci 


N. 
uit Presses. der Makers’ Mehy. 
Gasoline Firepots. See Supp 
Gauges, pressure, time, etc. See Power Plant 
Equipment. 
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GEARS, sftent. 
H. W. Caldwell & Son Co., Chicago. 


GENERAL AGENTS for Machinery Mfrs. 
A. K. Robins & Co., Baltimore. 
Generators, electric. See motors. 
Glass-lined Tanks. See Tanks, glass-lined. 
Governors, steam. See Power Plant Equip. 
Grading Mches. See Cleaning and ey Mchy. 
Gravity Carriers. See Carriers and Con- 
veyors. 
Green ‘Gorn Huskers. See Corn Huskers. 
Pea See Cleaning and Grad- 
ng 
Hoisting ro | Carrying Mches. See Cranes. 
Hominy Making Machinery. 
Hullers Viners. See Pea. ‘Hullers. 
Huskers and Silkers. See Corn Huskers. 
Hydrometers (for determining the Density 


papers, Brines, etc.) See Cannery 
uppii 
Ink, can meging. See Stencils. 
INSURANCE, cann 
Canners’ B. Warner, 
Chicago. 


Jacketed Kettles. See Kettles, copper. 


JACKETED PANS, steam. 
¥. H. Langsenkamp, Indianapolis, Ind. 
Sars, fruit. See Glass Bottles, etc. 
Juice Pumps. See Pumps. 
Kerosene Oil Burners. See Burners. 
Ketchup Fillers. See Bottlers’ Mchy. 


KETTLES, copper, plain or jacketed. 
F. H. Langsenkamp, Indianapolis, Ind. 


Kettles, enameled. See Tanks, glass-lined. 


KETTLES, process. 
Ayars Machine Co Salem, N > 5 
Edw. Renneburg Sons Co., 
A. K. Robins & Co., Baltimo ore 
Zastrow Mchy. Co., Baltimore. | 


KNIVES, miscellaneous. 
A, K. Robins & Co., Baltimore. 


KRAUT MACHINERY. 
Anderson-Barngrover Mfg. Co., San Jose, Cal. 


ABEL Manufacturers. 
Calvert Lithograph Co., Detroit. 
H. Gamse & Co., Baltimore. 
R. J. Kittredge "& Co., Chicago. 
Simpson & Doeller Co., Baltimore. 
Stecher Litho. Co., Rochester, Se 4 
U. S. Printing & ‘Litho. Co., Norwood, Ohio. 


LABELING MACHINES, can. 


LABORATORIES for analysis of goods, etc. 
National Canners Asso., Washington, D. C. 


Markers, can. See Stampers and Markers. 
Marking Ink, pots, ete. See Stencils. 
Marmalade Machinery. See Pulp Machinery. 
Meat Canning Machinery. 

Meat Choppers. See Choppers. 


MILK CONDENSING & CANNING MCHY. 
Ayars Machine Co., Salem, N. J. 


MILL SUPPLIES, Pulleys, Etc. 
H. W. Caldwell & Sons Co., Chicago. 
Molasses Filling Machines. See Filling Ma- 
chines. 
Nailing Machines. See Box Nailing Machines. 


OYSTER CANNERS’ MACHINERY. 
Edw. Renneburg & Sons Co., Baltimore. 
Packers’ Cans. See Cans. 
Pails, tubs, ete., fibre. See Fibre Containers. 
PAINT. 
Jos. Dixon Crucible Co., Jersey City, N. J. 
Paper Boxes. See Corrugated Paper Products. 
oS Cans and Containers. See Fibre Con- 
ainers. 
Paring See Knives. 


PARING MACHINES. 
Sinclair-Scott Co., Baltimore. 


PASTE, canners' 
Arabol Mfg. Co., York 
Western Paste and Gum Co. wR icago 


PEA and BEAN SEED. 


Seed Co., Chi 
. Rice Seed Co., 


WHERE TO BUY—Continued 


PEA CANNERS’ MACHINERY. 
Anderson-Barngrover Mfg. “4 San Jose, Cal. 
Ayars Machine Co., Salem. 
wet: Mfg. Co. Silver ‘Greek, N. ¥. 
obins & Co., iis imore. 


Pea Harvesters. See Sasser Machinery. 


Pea Hullers and Vin 
Chisholm Scott Co. Columbes, oO. 
Frank Hamachek, ‘Kewaunee, Wis. 


Pea Vine Feeders. 
Chisholm Scott Co., Columbus, O. 
Frank Hamachek, Kewaunee, Wis. 


PEELING KNIVE 
A. K. Robins & Co., — 


Peach and Cherry Pitters. See Fruit Pitters. 


PEELING MACHINES. 
Sinclair-Scott Co., Baltimore. 


PEELING TABLES, continueus. 
Anderson-Barngrover Mfg. Co., San Jose, Cal. 
Ayars Machine Co., Salem, N. 2. 

A. K. Robins & Co., Bal timore. 


ae Sheet Metal. See Sieves and 


Picking 1 Bones, Baskets, etc. See Baskets. 
si Belts and Tables. See Pea Canners’ 


PINEAPPLE MACHINERY. 
John R. Mitchell Co., Baltimore. 
Zastrow Mchy. Co., Baltimore. 
Platform and Wagon Scales. See Scales. 
Picking Belts and Tables. See Pea Gannere’. 


WER PLANT EQUIPME 
W. Caldwell & Son Co., Chica 
Ranks Dixon Crucible Co., Secu City, N. J. 
Power Presses. See Canmakers’ Machinery. 
Power Transmission Mchy. See Power lant 
Equipment. 


MACHINERY. 
Robins & Co., Baltimore. 
Sinclair: Scott Co., Baltimore. 


PUMPS, air, water, brine, syrup. 
Ams Machine Co., Max, New York City. 
Regulators for Cookers, etc. See Controllers. 
Retort Crates. See Kettles, process. 
Retorts, steam. See gone process. 
Rubber Stamps. See Stencils. 


Saccharometers (syrup aaiaamela See Cannery 
Supplies. 
SALT, canners. 
Sanitary Cleaner and Cleaner. See Cleaning 
Compounds. 
Sanitary ane top) cans. See Cans. 
Sardine Knives and Scissors. See Knives. 


SCALDERS, tomato, etc. 
Anderson-Barngrover Mfg. Co., San Jose, Cal. 
Ayars Machine Co., Salem, N. f 
Huntley Mfg. Co., ‘Silver Creek, N. Y. 

Edw. Renneburg '& Sons Co., Baltimore. 
A. K. Robins & Co., Bal Itimore. 


Sealding and Picking Baskets. 

Serap 

Screw Caps, bottle. 

Sealing petite. Mchy. 

Sealing Machines, sanitary cans. See Closing 
Machines. 


See Baskets. 


SEEDS, canners’, all = 
coed Seed Co., Chica 
J. B. Rice Seed Co., 


Separators. See Pea Canning Mchy. 


SHEET METAL WORKING MACHINERY. 


E. W. Bliss Co., Brooklyn, N. Y. 
Cameron Can Mehy. , Chicago, Til. 


Shooks. See Boxes, Crates, etc. 


SIEVES AND SCREENS. 
Huntley Mfg. Co., Silver Creek, N. Y. 
Sinclair-Scott Co., Baltimore. 


SILKING MACHINES, corn. 


Huntley Mfg. Co., Silver Creek, N. Y. 
—_- fruit and vegetable. See Corers and 
cers. 


SOLDER. 
Sorters, pea. See Cleaning & Grading Mchy. 
SPEED REGULATING DEVICES (for Ma- 


chines, belt drives, etc.). 
Sinclair Scott & Co., Baltimore. 
Huntley Mfg. Co., Silver Creek, N. Y. 


STAMPERS AND MARKEBS, . 
Ams Machine Co., Max, New York City. 
Steam Cookers, continuous. See Cookers. 
Steam Jacketed Kettles. See Kettles. 


Steam Pipe Covering. See Boiler and Pipe 
Covering. 


Steam Retorts. See Kettles, process. 


STEEL STOOLS, CHAIRS, Etc. 
STENCILS, marking pots and brushes, brass 
and steel type, burning 


STIRRERS FOR KETTLES. 
F. H. Langsenkamp, Indianapolis. 


STRING BEAN MACHINERY. 
Huntley Mfg. Co., Silver Creek, N. Y. 
A. K. Robins & Co., Baltimore. 


Suppiies, engine room, line shaft, etc. See 

ower Plant Equipment. 

Ee — General Agents. See Gen- 
era 

Electrical Appliances. 

SYRUPING MACHINE. 

Anderson-Barngrover Mfg. Co., San Jose, Cal. 

Ayars Machine Co., Salem, N. J. 

A. K. Robins & Co., Baltimore. 

Syrup Testers (saccharometers). See Micro- 
scopic Apparatus. 

Tables,  ekios. See Pea Canners’ Mchy. 


METAL. 
H. Lan senkamp, Indianapolis. 
Co., Baltimore, Md. 


TANKS, glass lined 5s 
F. H. Langsenkamp, eens. Ind. 


TANKS, WOODEN. 

W. E. Caldwell Co., Louisville, Ky. 

Temperature Gauges. See Recording Instru- 
ments, 

Temperature Regulating Apparatus. See Con- 
trollers. 

Testers, can. See Canmakers’ Mchy. 

Ticket Punches. See Stencils. 

Time Controllers, process. See Controllers. 

Tin Lithographing. See Decorated Tin. 


TIN PLATE, canmakers’. 
Tipping Machines. See Capping Machines. 


TOMATO CANNING MACHINERY. 
Anderson-Barngrover Mfg. Co., San Jose, Cal. 
Ayars Machine Co., Salem, N. 
Mfg. Co., Silver Creek, ¥. 

K. Robins & Co., Baltimore. 
aie Seed. See Seeds. 


TOMATO WASHERS. 
Ayars Machine Co., Salem, N. J. 
A. K. Robins & Co., Baltimore. 


Transmission Machinery. See Power Plant 


Equipment. 
Trucks, Platform, ete. See Factory Trucks. 
Tumblers, glass. ‘See Glass Bottles, etc. 
Turbines. See Electrical Machinery. 
— Speed Countershafts. See Speed Reg- 
ulators. 


VALVES. 
H. W. Caldwell & Sons Co., Chicago. 
Vegetable Corers, etc. See Corers and Slicers. 
Vegetable Parers. See Paring Machines. 
Viner Feeders. See Viners and Hullers. 


VINERS AND HULLERS. 
Chisholm-Scott Co., Columbus, O. 
Frank Hamachek, Wis. 
Warehouses. See Storag 
Washers, bottle. See Bottiers’ Machinery. 
Washers and scalders, fruit, etc. See Scalders. 


WASHERS, can and jar. 
Anderson-Barngrover Mfg. Co., San Jose, Cal. 
Ayars Machine Co., Salem, N. ea 
A. K. Robins & Co., Baltimore. 

Washing and Scalding Baskets. See Baskets. 

Windmills and Water Supply Systems. 
Tanks, wood. 

Machines, can. See Mchy. 

Wire Bound Boxes. See Boxe 
Wire Scalding Baskets. See ‘Baskets. 
wee. paper. See Corrugated Paper 

To 
Wrapping er can. See Labelling Mchs. 


WYANDOTTE—Sanitary Cleaner. 
J. B. Ford Co., Wyandotte, Mich. 


To Insure 
Deliveries 
to Customers 


FOUR 
SEPARATE 
FACTORIES 


ADDRESS 


Evaporated and Condensed Mik CANS Fruit and Vegetable CANS Oyster and Shrimp CANS 
PHELPS CAN COMPANY 


Foot of Lawrence Street, Baltimore, Md. 


THE CANNING TRADE, 


THE 


SIMPSON & DOELLER CO., 


BALTIMORE, MD. 


Combined 
Capacity 
Over 


FIVE HUNDRED 
MILLION CANS 
PER ANNUM 


WEIRTON. WEST VA.) 
FACTORIES 


* 


PHELPS CAN COMPANY 
Plants at: 


Baltimore 


Weirton, 
Clarksburg. W. Va. 


Va. 
New Ohio. 
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